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PREFACE 


THIS  volume   is  a   compilation   of  portraits  of  representative   and 
active    Republicans  of  the   State   of  New   York,   with   succinct 
personal  records.      It  is  issued  for  the  twofold  purpose  of  pre- 
serving   the    likeness    and    more    essential     personal    particulars    of    the 
contemporary   leaders  of  a   great  party   in   a   great  State,   and  of  present- 
ing these  likenesses  and  particulars  in  a  compact  and  convenient  form  for 
ready  reference.     The  portraits,  authentic  in  every  case,  and  in  nearly  all 
instances  personally  furnished    (from  the  latest  photographs)    by  the  indi- 
viduals represented,  will  be   found  especially  serviceable   for  reproduction 
by  newspaper  editors  and  others. 

The  plan  of  the  book  entirely  excludes  biographies'  .'o'f  •a'.'fyrmar'char-: 
acter.  To  the  rule  of  condensation  thus  adopted  no  exctptioa  has:  been 
made;  the  personal  notices  of  the  President  of  the  United :Stint''.'s "a" IK/,  others 
high  in  official  position  or  leadership  being  prepared  on  the  same  principle 
of  brevity  as  those  of  members  of  the  party  whose  careers  are  still  "in  the 
making." 

It  is  believed  that  the  volume  will  be  found  unusually  reliable  for  a 
work  of  this  class,  materials  having  been  invariably  sought  at  first  hand. 
Some  omissions  have  been  unavoidable,  owing  to  the  failure  of  individuals, 
though  repeatedly  applied  to  by  the  publishers,  to  supply  the  necessary  photo- 
graphs and  information. 
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THEODORE    ROOSEVELT. 

Twenty-sixth  PresiiU-nt  of  the  T'nited 
States,  b.  New  York,  Oct.  27,  '58.  Grad.  Har- 
vard '80.  N.  Y.  Legislature  'S2-'S4.  Nat.  Civil 
Service  Com'r  'S9-'95.  Pres.  N.  Y.  Police 
Bd.  '95-'97.  Ass't  Sec.  Navy  '97-'98.  Lt.- 
Col.  1st  U.  S.  Cav.  Vols.:  promoted  Col.  foi 
gallantry.  Gov.  N.  Y.  Jan.  1,  '99-Dec.  31. 
'00.  Vice-Pres.  U.  S.  March  4,  '01-Sept.  14. 
'01.  Pres.  Sept.  14.  '01.  Elected  Pres.  Nov. 
8.  '04. 


FRANK  WAYLAND  HIGGINS. 

Rushford,  N.  Y.,  Aug.  18,  '58.  Grad.  River- 
view  Mil.  Acad..  Poughkeepsie,  '73.  Mer- 
chant. Stanton,  Mich.,  '75-'79.  In  Olean,  N.  Y. 
'79.  Del.  Nat.  Rep.  Conv.  '88.  State  Sena- 
tor '94-'02.  Lt.-Gov.  Jan.  1,  '03-Dec.  31.  '05. 
Governor  Jan.  1,  '05.  Trustee  N.  Y.  Home 
for  Friendless  and  Dependent  Children, 
Chautauqua  Assembly,  etc. 


MATHEW   LINN   BRUCE. 

Mercersburg.  Penn.,  '60.  Grad.  Rutgers 
Coll.  '84.  Practiced  Law  in  Greenville,  N.  J.. 
until  '90,  since  then  N.  Y.  Formerly  Chair- 
man N.  Y.  County  Rep.  Com.  Lt.-Gov.  Jan. 
1,  '05.  Lawyer. 


JOSEPH  HODGES  CHOATE. 

Salem.  Mass.,  Jan.  24.  '3L'.  Grad.  Harvard 
and  Harvard  Law  School  '5:3  (LL.D.  Amherst 
'87,  Harvard  'SS.  Cambridge  '00,  Edinburgh 
'00,  Yale  '01,  St.  Andrews  '02.  D.C.L.  Ox- 
ford '02).  One  of  Com.  of  70  which  broke 
up  Tweed  Ring  '71.  Pres.  N.  T.  Const.  Conv. 
'94.  Ambassador  of  U.  S.  to  England  '99-'05. 


THOMAS  COLLIER  PLATT. 

Owego.  N.  T.,  July  15,  '33.  Ex.  '53  Tale. 
(A.M.  '7G.)  Pres.  Tioga  Nat.  Bank  at  or- 
ganization. Int.  lumbering  in  Mich.  Clerk 
Tioga  Co.,  '59-'61.  Mem.  Cong.  '73-'77.  Elect 
U.  S.  Senator  Jan.  18,  '81.  Resigned  May 
16,  '81.  Sec.  and  Dir.  U.  S.  Ex.  Co.  '79  and 
its  Pres.  since  "SO.  Pres.  Bd.  of  Quarantine 
Comrs.  N.  Y.  '80-'S8.  Has  been  Pres.  of 
South  Cent.  R.  R.  and  of  Addison  &  North- 
ern Pa.  R.  R.  U.  S.  Senator  since  '97. 


CHAUNCEY     MITCHELL     DEPEW. 

Peekskill.  N.  Y..  April  23.  '34.  Grad.  Yale 
'56.  Voted  for  Fremont  '50.  Lawyer.  Del. 
Rep.  State  Conv.  '58.  Speaker  Lincoln  cam- 
paign '60.  Mem.  Assembly  '61  and  '62.  Sec. 
State  'G3.  Apii.  U.  S.  Minister  to  Japan  by 
Sec.  Seward.  Candidate  of  solid  delegation 
from  N.  Y.  for  Presidential  nomination  '88. 
U.  S.  Senator  '00.  With  N.  Y.  &  H.  and 
N.  Y.  C.  &  H.  R.  R..  '66  to  '00.  President 
N.  Y.  C.  &  H.  R.  R.  and  W.  S.  R.  R.,  '84-'98. 
Orator. 


WHITELAW    REID. 

X.  nia,  O..  Oct.  27.  '37.  Grad.  Miami  Univ. 
'56.  Edited  "Xenia.  O.,  News"  '58-"59.  War 
corr.  '61-'62.  Washington  corr.  'G2-'68.  A. 
D.  C.  Gens.  Morris  and  Rosecrans.  Clerk 
Mil.  Com.  37th  Cong.  Libr.  House  of  Rep. 
'63-'fii;.  Staff  "New  York  Tribune"  '68.  Mng. 
Editor.  '69.  Editor-in-chief  and  chief  propr. 
since  '72.  Declined  appts.  minister  to  Ger- 
many '77  and  '87.  Minister  to  France  '92. 
Nom.  for  Vice-Pres.  '92.  Spcl.  Ambass.  to 
Queen  Victoria's  Jubilee  '97.  Mem.  Peace 
Commis.  Paris  '98.  Spcl.  Ambass.  for  Coro- 
nation of  Edward  VII.  '02.  Ambass.  to  Eng- 
land '05. 


BENJAMIN  B.  ODELL.  JR. 

Newburg.  N.  Y.,  Jan.  14,  '54.  ed.  Beth- 
any (W.  Va.)  Coll.  and  Columbia  Univ.  Mem. 
Rep.  State  Com.  since  '87.  Chm.  Executive 
Com.  '96.  Member  Cong.  '95-'01.  Governoi 
Jan.  1,  '03-Dec.  31,  '04. 


TIMOTHY   LESTER  WOODRUFF. 

New  Haven,  Ct.,  Aug.  4,  '58.  Grad.  Yale 
'79  (A.M.  '89).  Delegate  to  nearly  every  Rep. 
State  and  local  conv.  since  '85.  Del.  Nat. 
Conv.  '88.  Apptd.  Park  Comr.  Brooklyn  '95. 
Lt.-Gov.  '96 — Re-elected  '98-'00.  Largely  in- 
terested in  mfg.  corporations  and  financial 
institutions. 


ELIHU   ROOT. 

Clinton.  N.  Y..  Feb.  15.  '45.  Grad.  Hamil- 
ton Col.  '64.  Taught  Rome  Academy  '65. 
Grad.  Univ.  Law  School  '67.  U.  S.  Atty. 
South  Dist.  March.  '83-July  '85.  Del.-at- 
large  and  Chm.  Judiciary  Com.  State  Const. 
Conv.  '94.  Apptd.  Sec.  of  War  Aug.  1.  '99; 
reaptd.  March  5.  '01;  resigned  Aug.,  '03.  Mem. 
Alaskan  Boundary  Com. 


LEWIS    M.     SWASET. 

Chief  Deputy,  State  Supt.  of  Elections,  27 
William  St..  N.  Y.  C.  Res.  42  He'-kimer  Pt-. 
Brooklyn.  N.  Y.  b.  Brooklyn.  N.  Y.,  Apr.  29, 
'59.  ed.  Public  School.  Chief  Clerk  in  Sher- 
iff's Office,  Kings  Co.;  Dep.  Clerk  in  the 
Assembly.  Mem.  of  State  Comm.  3d  Congr., 
Dist.  Kings  Co.  First  voted,  'SO.  Mem. 
Invincible,  17th  Assem.  Dist.,  Rep.,  Levi  P. 
Morton.  Stuyvesant  Heights  Clubs,  and  Royal 
Arcanum. 


WILLIAM    H.    TEN    EYCK. 

Aqueduct  Commissioner.  280  Broadway. 
Res.  679  E.  135th  St.,  N.  Y.  C.  b.  N.  Y.  C., 
Mar.  7,  '47.  ed.  Public  School.  Exec.  mem. 
34th  Assembly  Dist.  Ex-Pres.  Aqueduct 
Commission.  Mem.  Rep.,  North  Side  Rep.. 
South  Side  Rep.  Clubs  and  Rep.  Club  of 
34th  Assembly  Dist. 


BENJAMIN  FRANKLIN  TRACY. 
Ex-Sec,  of  the  Navy.  71  Broadway.  N.  Y.  (.'. 
b.  Owego,  N.  Y.,  Apr.  26.  '30.  ed.  Owego 
Acad.  Dist.  Atty.  Tioga  Co.,  '53-'59.  One  of 
the  organizers  of  the  Rep.  Party  in  N.  Y. 
Mem.  N.  Y.  Assem.  'fil-'62;  served  during 
the  war;  brtvetted  brig.-gen.  '65.  U.  S.  Dist. 
Atty..  Eastern  Dist..  N.  Y..  '66-'73.  Judge 
N.  Y.  Court  of  Appeals.  'S1-'S2.  Sec.  of 
Navy  in  Harrison's  cabinet.  'S9-'93. 


EDWARD  T.  BARTLETT. 

Associate  Judge  N.  Y.  Court  of  Appeals. 
Mem.  Union  League.  Rep.  Clubs.  N.  Y.  Bar 
Ass'n,  Sons  Am.  Rev..  New  England  Society. 


JAMES  ARMSTRONG  BLANCHARD. 

Jurist.  17  E.  SOth  St.,  N.  Y.  C.  b.  Jeffer- 
son Co.,  N.  Y..  Aug.  16,  '45.  ed.  Ripon  Coll., 
Columbia  Law  School.  Vice-Pres.  Rep. 
League  of  U.  S.,  Pres.  Rep.  Club,  '92.  Mem. 
Comm.  of  30  to  reorganize  Rep.  Party  in 
N.  Y.  Judge  Court  of  General  Sessions, 
'99.  Justice  Supreme  Court  since  '00. 


EDWARD     LAUTERBACH. 


Lawyer.  22  William  St.  Res.  2  East  TSth 
St.,  N.'  Y.  C.  b.  N.  Y.  C.,  Aug.  12,  '44.  ed. 
Coll.  City  of  N.  Y.  Chairman  Rep.  Co. 
Comm..  '95-'97.  Vice-Pres.  and  Director 
Grau  Opera  Co.,  also  Director  several  N.  Y. 
street  ry.  co's.  Vice-Pres.  and  Counsel  Pa- 
cific Mail  Steamship  Co. 


GEORGE   WILSON   MORGAN. 

Lawyer.  32  Lihertv  St.  Res.  230  W.  50th 
St..  N.  Y.  C.  h.  E.  Orange,  N.  J..  June  28, 
'75.  ed.  Oberlin  Coll.  and  Columbia  Law 
School..  A.B.,  LL.B.  Dep.  Ass't.  Dist.  Atty. 
'02-'03;  State  Supt.  of  Elections,  '03-'05. 


SAMUEL    STRASBOURGER. 

Lawyer.  132  Nassau  St..  N.  Y.  C.  b.  N. 
Y.  C..  May  23,  '67.  ed.  Coll.  City  of  N.  Y.  and 
Univ.  of  N.  Y.  Rep.  candidate  for  Assembly, 
Sth  A.  D.,  '89.  Candidate  for  Judge  Munic. 
Court,  '00.  Mem.  N.  Y.  Rep.  Co.  Comm.  and 
Exec.  Comm.  31st  A.  D.  Mem.  Rep.,  Central 
Rep.,  Harlem  Rep.  and  Columbia  Clubs. 
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CORNELIUS    NKVVTMN    BLISS. 

Ex-Sec,  of  th^  Interior.  117  Duane  St.. 
N.  Y.  C.  b.  Fall  River,  Mass.,  Jan.  26.  '33. 
ed.  Public  Schools  and  Acad.  of  Fall  River. 
Mem.  Pan-American  ContVi.mi  Pref.  Pro- 
tective Tariff  League.  Chairman  N.  Y.  Rep. 
State  Comm.,  '87-'8S.  Treas.  Nat.  Comm.. 
'92-'96-'00.  Pres.  Union  League  Club,  '02-'03. 


CHARLES    EVANS   HUGHES. 

Lawyer,  96  Broadway.  N.  T.  C.  b.  Glens 
Falls,  N.  T.,  Apr.  11,  '62.  ed.  Brown  and 
Columbia  Law  School.  Mem.  Am.  Bar  Ass'n., 
N.  Y.  State  Bar  Ass'n.,  N.  Y.  C.  Bar  Ass'n., 
Rep.,  Univ.,  Lawyers',  Brown  Univ..  Cornell 
Univ.  Clubs. 


ERNEST    HALL. 

Lawyer.  64  Wall  St.  Res.  1087  Boston  Rd.. 
N.  Y.  C.  b.  London,  Eng.,  Oct.  24.  '44.  ed. 
Public  School.  B.L.  and  LL.D.  N.  Y.  Univ. 
Corp.  Counsel  of  Town  of  Morrisania.  Mem. 
Board  of  Trustees  of  Town  of  Morrisania. 
Justice  City  Court.  '82-'88.  Justice  Supreme 
Court,  '02.  First  voted,  Nov.,  '65.  Mem.  Bar 
Ass'n.,  Lafayette  Post,  G.  A.  R.,  Lawyers', 
Rep.,  N.  Y.  Athletic,  Fordham,  Union  Rep. 
and  North  Side  Rep.  Clubs. 
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STEWART    LYNDON    WOODFORD. 

Lawyer.  IS  Wall  St..  N.  Y.  C.  b.  N.  Y.  C.. 
Sept.  3.  '35.  ed.  Columbia  Coll.  Ass't  U.  S. 
Dist.  Atty.  Southern  Dist.  N.  Y..  'til-'U^.  In 
Union  Army  'fi2-'i;5.  Brevetted  Brig. -Gen. 
Lieut. -Gov.  N.  Y.  '66-'68.  Pres.  Elector  and 
Pres.  Electoral  College.  '72.  Mem.  Congress, 
'73-'75.  U.  S.  Minister  to  Spain  '9T-'98. 


HENRY  LAWRENCE    BURNETT. 

Lawyer,  P.  O.  Bldg.,  N.  Y.  C.  b.  Youngs- 
town,  O.,  Dec.  26,  '38.  ed.  Ohio  State  Nat'l 
Law  School.  Served  in  Civil  War.  Became 
Brig.-Gen.  Judge  Advocate.  Dept.  of  Ohio. 
'63.  Engaged  in  prosecution  of  Lincoln's 
assassins.  U.  S.  Dist.  Atty.,  Southern  Dist. 
of  N.  Y. 


WILLIAM  DONALDSON  DICKEY. 

Jurist.  Court  House,  Brooklyn,  N.  Y.  b. 
Newburgh.  N.  Y.,  Jan.  11,  '45.  ed.  Albany 
Law  School.  Served  in  Civil  War.  Brevetted 
Colonel.  Justice  Supreme  Court  N.  Y.  since 
'96. 
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ALFRED  KIDBR  PAGE. 

Lawyer,  27  William  St..  res.  2  52  W  12Mh 
St..  N.  Y.  b.  Carlinville.  III.,  Oct.  7,  '59.  ed. 
Williams  Cdll.  and  N.  Y.  Univ.  degree  LL.B. 
Ally.  Board  of  Excise  N.  Y.  C.  '95.  Atty. 
State  Dept.  of  Excise  '9G-'00.  State  Senator 
19th  Dist.,  '05.  First  voted  '80. 


CHARLES  P.  BLANEY. 

Lawyer,  52  Broadway,  res.  55  W.  44th  St.. 
N.  Y.  C.  b.  Dorchester.  Mass..  Mch.  14.  '68. 
ed.  Harvard  Univ.,  A.B.,  LL.B.  Ass't  Coun- 
sel to  Atty.-Gen.  of  State  of  N.  Y.  'Ud-'ul. 
First  voted  '89.  Mem.  Union  League,  Rep.. 
City,  Civic,  Harvard.  N.  Y.  C.  Bar  Ass'n,  Soc. 
of  Medical  Jurisprudence,  Baltusrol  Golf  and 
Ardsley  Clubs. 


JACOB  A.  KING. 

Real  Estate  and  Insurance.  594-6  Broadway 
and  51  W.  125th  St..  r>-s.  i;u  W.  129th  St.  N. 
Y.  C.  b.  N.  Y.  C.,  Jan.  20,  '71.  ed.  Public 
Schools.  Vice-Pres.  Central  Rep.  Club.  First 
voted  '04. 
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SMITH    PINE. 

Hay  and  Grain  Merchant,  lir>4  Third  Ave. 
Res  176  E.  68th  St..  N.  Y.  C.  li.  Ulster  Co.. 
N.  Y.,  June  16,  '49.  ed.  Newburgh.  N.  Y. 
State  Committcoman,  12th  c.'ungl.  Dist.  Exec. 
mem.  24th  Assembly  Dist..  N.  Y.  Quaran- 
tine Comm. 


EUGENE  H.   TOWER. 

Stationery,  33S  Broadway.  N.  Y.  C.  Res. 
Spring  Valley,  N.  Y.  b.  Niagara  Co.,  Dec.  6, 
'65.  ed.  Rochester  Univ.  First  voted,  '86. 
Mem.  Rep.  Club.  City  of  N.  Y.,  Royal  Ar- 
canum, F.  &  A.  M. 
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RODERICK    BEGG. 

Lawyer,  220  Broadway,  N.  Y.  C.  b.  Otta- 
wa, Orit..  Aug.  12.  '68.  ed.  Orillia  Coll.  Inst.. 
N.  Y.  Law  School  and  N.  Y.  Univ.  Admitted 
to  Bar  Feb.  18.  '01.  Author  "Biographical 
Dictionary  of  Well-Known  British  Colum- 
bians." Mem.  Rep.  Club  of  the  City  of  N.  Y. 
Pres.  of  the  Roosevelt  Home  Club.  Through 
his  efforts  the  birthplace  of  Theodore  Roose- 
velt is  pivsi'iA  i-il  as  a  historical  monument. 


ARTHUR    BACHE    MURTHA. 

Salesman.  2034-40  7th  Ave.,  N.  T.  C.  b. 
N.  Y.  C.,  Sept.  19,  '77.  ed.  Public  Schools. 
First  voted  '98.  Mem.  Central  Rt-i...  Alt.  ili.i- 
ris  Rep.  Clubs.  Harlem  Literary  Society. 


LOUIS  CASTAGNETTA. 

Wholesale  Jeweler,  51  &  53  Maiden  Lane, 
res.  1638  Madison  Ave.,  N.  Y.  C.  b.  Palermo, 
Italy,  Aug.  24,  '69.  ed.  N.  Y.  Public  Schools. 
A  mem.  of  Local  School  Board  for  past  four 
years.  Nominated  '01  by  Mayor  Low,  receiv- 
ing largest  vote  a  candidate  ever  received. 
Nominated  for  Assembly  '05,  defeated  by  a 
small  majority.  First  voted  '90.  Mem.  Union 
Rep.  Club,  32nd  Assembly  Dist. 


JOHN  G.   BORGSTEDE. 

Real  Estate.  3273  3rd  Ave.,  res.  968  Trinity 
Ave..  N.  Y.  C.  b.  N.  Y.  C.,  Sept.  1,  '67.  ed. 
Coll.  of  the  City  of  N.  Y.  and  Packard  s  Bus. 
Coll.  Treas.  Rep.  Organization,  35th  Dist. 
Treas.  Union  Rep  Club.  First  voted  '88. 
Mem.  Union  Rep.,  North  Side  Rep..  Schnorer 
and  Fordham  Clubs. 
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JACOB    VAN    VECHTEN    OLCOTT. 

Lawyer.  L'T  William  St.  Rf-s.  33  W.  72d  St., 
N.  Y.  C.  b.  N.  Y.  C..  May  17,  '56.  ed.  Pub- 
lic Schools,  City  Coll..  N.  Y..  and  Columbia 
Coll.  Law  School;  LL.B..  Columbia;  LL.D. 
from  Kenyon  Coll.,  '05.  Ciyil  Service  Comm. 
(Municipal  I.  '95-'97.  Elected  to  59th  Cong. 
Mem.  Union  League.  Rep.,  West  Side  Rep. 
Clubs. 


JACOB  LANG  KORNICKER. 

Lawyer.  220  Broadwav.  res.  307  Willis  Ave., 
N.  Y.  C.  b.  N.  Y.  C.,  Nov.  8,  '76.  ed.  Public 
School  No.  2  and  City  College,  N.  Y.  Law 
School.  First  voted  '98.  Mem.  North  Side 
Rep.  Club. 


JOHN  A.  VERZONE. 

Law  and  Newspaper  Business.  41  Park 
Row.  res.  216  W.  39th  St..  N.  Y.  C.  b. 
Turin,  Italy.  Nov.  9,  '79.  ed.  in  Italy,  LL.B. 
Mem.  Rep.  Speakers  League. 
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MARTIX   SAXE. 

Lawver.  2SO  Broadway  Pes.  2:145  Rroad- 
way,  N.  Y.  C.  b.  N.  Y.  C.,  Aug.  28,  '74. 
ed.  Public  School  No.  69;  Dwight  School; 
Princeton  Univ.,  '93;  X.  Y.  Law  School.  LL.B. 
Senator  17th  Senate  Dist.  Asst.  Corp.  Coun- 
sel in  charge  of  Bureau  of  Personal  Txs.  of 
Law  Dept.  C02-'04).  Senator  17th  Dist.,  '05. 
First  voted,  '95.  Mem.  Princeton.  Arkwright. 
Rep.,  West  Side  Rep.  Clubs.  Ass'n.  of  the 
Bar,  Soc.  of  Med.  Jurisprudence. 


FRAXK  BROOKFIELD. 

Lawyer.  220  Broadway,  N.  T.  C.  b.  X.  T. 
C.,  Xov.  is,  '75.  ed.  Yale  Univ.,  A.B.  Mem. 
Union  League.  Univ.,  Yale.  Rup.,  Ardsley 
Clubs;  Bar  Ass'n. 


JOHX  I.  TRAPHAGEX. 

Manufacturer.  22  Thames  St..  X.  Y.  C. 
Res.  Suffern,  X.  Y.  b.  Suffern,  X.  Y.,  July 
6,  '66.  ed.  Packard's  Coll.,  X.  Y.  C.  Post- 
master. First  voted,  'S7. 
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JEFFERSON  A.  SIMONDS. 

Trt-as.  and  Gen.  Mgr.  Columbia  Hosiery  Co., 
1955  Park  A.V6  .  X  V.  C.  b.  Franklin.  N.  H., 
Feb.  15.  '5ij.  ed.  N.  H.  Conference  Seminary, 
Tilton.  N.  H.  Pres.  Rep.  Club.  34th  A.  LI. 
Mem.  Rep.  Co.  Committee.  First  yoted  '87. 
Mem.  Rep.  Club,  34th  A.  D..  Harlem  Rep.  and 
<'••ii1i.il  K<'p.  Clubs,  Masons,  Odd  Fellows, 
Harkm  Hoard  uf  Commt-ici-. 


HENRY  MELVILLE. 

Lawyer.  120  Broadway,  res.  447  L<-xins;t"n 
Ave.,  N.  Y.  C.  b.  Nelson,  N.  H..  Aug.  25.  '58 
ed.  Dartmouth  Coll.  '79,  A.B.,  Harvard  Law 
School  'S4,  A.M.  and  LL.B.  cum  lau.l.  .  S. •< 
Rep.  Club  of  City  of  N.  Y.  Capt.  Company  A. 
8th  Regt.,  N.  Y.  Vol.  during  Spanish  War. 
At  present  one  of  the  Board  of  Managers  of 
the  State  Reformatory.  Mem.  Rep..  Univ.. 
Ardsley,  Dartmouth  Clubs,  and  Bar  Ass'n. 


FKKDERICK   W.   STEELE. 

Lawyer,  32  Nassau  St.  Res.  72  E.  34th  St.. 
N.  Y.  C.  b.  Trenton,  N.  J.,  Apr.  6.  '72.  ed. 
State  School,  Trenton,  Princeton  Univ.,  '93, 
N.  Y.  Law  School.  '95.  A.B..  LL.B.  Asst. 
Corp.  Counsel,  'U2-'03.  Asst.  Counsel,  Exri-. 
Department.  '05.  First  voted,  '93.  Mem. 
Univ..  Princeton,  Rep..  West  Side  Rep.  Clubs, 
St.  Nicholas  Soc..  Huguenot  Soc. 
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RICHARD  MORGAN  OLCOTT. 

Pres.  Coal  &  Shipping:  Companies.  27  Will- 
iam St.,  N.  Y.  C.  b.  New  Rochelle.  N.  T.. 
Jan.  20,  '61.  ed.  Europe  and  America.  Mem. 
Republican.  N.  Y.  Athletic.  Manhattan  Clubs. 


WILLIAM   H.    VAN   BENSCHOTEN. 

Lawyer.  31  Nassau  St..  res.  255  W.  92nd  St.. 
N.  T.  C.  b.  Addison,  N.  Y.,  Jan.  15,  '"2.  ed. 
Syracuse  Univ.  and  Albany  Law  School,  A.B., 
A.M.,  LL.B.  Chief  clerk  in  office  of  Atty. 
General.  N.  T.  State,  '96-'97.  First  voted  '93. 
Mem.  West  Side  Rep.  Club,  Bar  Ass'n. 


PROSPER  R.    FERRARI. 

Lawyer.  2Su  Bronc]w;iy.  ivs.  l-»  East  116th 
St.,  N.'  Y.  C.  b.  Italy,  Aug.  25,  '70.  ed. 
America.  LL.B.  Vice-Pres.  Latin-American 
Rep.  Nat'l  League.  Founder  of  fund  to  open 
Italian-American  day  and  night  school.  Phil- 
anthropist. First  voted  '91.  Mem.  33rd  As- 
sembly Dist.  Rep  Club,  Children's  Aid  So- 
ciety. Active  Rep.  worker  in  33rd  Assembly 
Dist.  of  City  of  N.  Y.  A  political  writer  upon 
Republicanism  and  Republican  policies. 
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IRVING  WASHBURN. 

Lawyer,  280  Broadwav.  res.  Madison  Ave.. 
Westchester.  N.  Y.  C.  b.  Beekmanville. 
Dutchess  Co.,  N.  Y.,  Sept.  19,  '60.  ed.  Os- 
wego,  N.  Y.,  and  N.  Y.  C.  First  voted  '82. 
Mem.  Westchester  Rep.,  Throggs  Neck  and 
Country  Clubs. 


FRED  HULBERG. 

Funeral  Director.  265  W.  125th  St..  res.  267 
W.  121st  St.,  N.  Y.  C.  b.  Sweden.  Oct.  9. 
'52.  ed.  in  N.  Y.  C.  Mem.  of  Rep.  Co.  Com. 
'85-'03.  Mem.  State  Board  Embalming  Ex- 
aminers. Harlem  Rep.  Club.  Ex-Pres.  Cen- 
tral Rep.  Club.  Ex-Pres.  Nat'l  Funeral  Di- 
rectors Ass'n. 


JOHN  HENRY  GUNNER. 

Pres.  Board  of  Port  Wardens.  Room  149.  1 
Broadway,  N.  Y.  C.  b.  N.  Y.  C.  ed.  Public 
Schools  and  Coll.  of  City  of  N.  Y.  Deputy 
Collector  of  Customs  for  many  years.  First 
voted  for  Grant.  2nd  term.  Mem.  Rep.,  Un- 
ion. 2Sth  A.  D.,  Alma  Lodge,  Zetland  Chapter, 
Morton  Commandery  and  Mystic  Shrine,  I.  O. 
O.  F.,  Royal  Arcanum. 
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ROBERT    CLARK    MORRIS. 

Lawyer.  135  Brn:i<l\v:iy.  res.  TUT  Fifth  Ave.. 
N.  Y.  C.  b.  Conn.  '68.  eil.  Yale  Law  School. 
M.L.  and  D.C.L.  Lecturer  011  ti<_nrh  Law. 
Yale  Univ.  Mem.  N.  Y.  Bar  Ass'n,  Order  of 
the  Cincinnati.  Loyal  Legion.  Pres.  Rep.  Co. 
Com.,  N.  Y.  Co.  ''01. 


EDWARD   SEARS   CLINCH. 

Lawyer,  41  Pa»-k  Row.  res.  133  W.  121st  St.. 
N.  Y.  C.  b.  N.  Y.  C.,  Nov.  8,  '46.  ed.  N.  Y. 
Public  Schools,  N.  Y.  Coll.,  Columbia  Coll. 
Law  School,  B.S.,  LI, .  H.  I'res.  Elector  '04. 
Rep.  Co.  Committee.  First  voted  in  'fiS 
Mem.  Quill,  Central  Rep.,  Mount  Morris  Rep., 
Hardware.  Harlem  Rep..  Bar  Ai-s'n  N  Y. 
Historical.  Museum  Nat.  Hist.,  N.  Y.  State 
Bar  Ass'n. 


•  ROBERT  W.  THOMPSON,  JR. 

Lawyer,  49  Wall  St..  res.  106  W.  97th  St., 
N.  Y.  C.  b.  N.  Y.  C.,  May  20,  '74.  ed.  Coll. 
of  City  of  N.  Y..  Columiiia  I'niv.  School  of 
Law  and  School  of  Political  Science.  A.M.. 
LL.B.  First  voted  '95.  Mem.  Rep.  Club  of 
City  of  N.  Y.,  West  Side  Rep.  Club,  Ass'n  of 
the  Bar,  Albion  Lodge.  F.  &  A.  M.,  Columbia 
Univ.  Club.  Englewood  Golf  Club. 


MERVIN  CLARK  STANLEY. 

Shipping  and  Commission  Merchant.  116 
Broad  St.,  res.  329  W.  82d  St..  N.  T.  C.  b. 
New  Britain,  Conn.,  May  6,  '57.  ed.  New 
Britain  High  School.  Mem.  Assembly  19th 
Dist.,  N.  Y.  C.  First  voted  '7S.  Mem.  West 
Side  Rep.,  19th  Assembly  Dist.  and  New 
Britain  Clubs. 


JAMES  GORDON  McMURRAY. 

Merchant  (retired).  24  W.  2(Hh  St  res.  47 
E.  21st  St.,  N.  Y.  C.  b.  N.  Y.  C.,  Apr.  13,  '56. 
ed.  Public  Schools,  Cooper  Inst.  and  Colum- 
bia Coll.  Law  School.  Sec.  of  Hamilton  Rep. 
Club.  Ex-Alderman  of  llth  Assembly  Dist. 
First  voted  '77.  Capt.  in  Old  Guard.  Mem. 
Hamilton  Rep.  Club,  32nd  deg.  Mason,  Noble 
of  Mystic  Shrine.  Veteran  of  Spanish-Ameri- 
can "War.  Served  in  Sth  U.  S.  Infantry.  Maj. 
in  22nd  Regt.  Vet.  Corps. 


HYLAND  ALONZO  BRIGGS. 

Carpenter,  WakeHeld.  N.  Y.  C.  b.  Florida, 
Mass.,  Feb.  28,  '61.  ed.  West  Brattleboro. 
Vt.  First  voted  '82. 


WILLIAM  D.  SAWYER. 

Lawyer.  2fi  Liberty  St..  N.  Y.  C.,  res.  Pel- 
ham  Road,  Nt-w  Rochello,  N.  Y.  b.  Dover. 
N.  H..  N(.v.  1'J.  'I'M.  erl.  Public  Schools  of 
Dover.  N.  H..  Phillips  Acad..  Andover.  Mass.. 
Yale  '89.  B.A.,  N.  Y.  Law  School.  LL.B.  Quar- 
ter-Master-General, rank  of  Brig.  Gen.  on 
Staff  of  Gov.  Smith  of  N.  H.  '93-'95  '96  Del 
to  Nat.  Rep.  Conv.  St.  Louis.  Rep.  State 
Com.  N.  H.  '90-'99.  Corp.  Counsel  of  New 
Rochelie  '03-'05.  Mem.  Westchester  Country 
Club,  Univ..  Yale  and  Rep.  Clubs  of  N.  Y.  C.", 
Soc.  of  the  Cincinnati  (N.  H.),  Soc.  of  Colo- 
nial Wars. 


FRANK  HENDRICK. 

Lawyer.  120  Broadway,  res.  75  E.  82nd  St  . 
N.  Y.  C.  b.  Boston.  Mass.,  Aug.  30.  '74.  ed. 
Boston  Latin  School.  Har\ard  Coll.,  Harvard 
Grad.  School.  Harvard  Law  School.  Paris. 
First  voted  '95.  Mem.  Rep..  Harvard,  Rep. 
Club  of  29th  Assembly  Dist..  Plaza  Central 
Park  Rep.  and  Yorkville  Rep.  Clubs. 


FRANK  THORN. 

Lawyer.  171  Broadway,  res.  427  W.  154th 
St..  N.  Y.  C.  b.  N.  Y.  C.,  Feb.  23.  '75.  ed. 
Coll.  of  City  of  N.  Y.  First  voted  '96.  Mem. 
Liberal  Rep.  Club.  Vice-Pres.  Beethoven 
Mannerchor.  Pres.  Beethoven  Bachelors. 
Mem.  Washington  Heights  Tax  Payers'  Ass'n, 
Masonic  Fraternity.  Royal  Arch  Mason. 
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AX.SON   GEORGE  McCOOK. 

Pres.  N.  Y.  Law  Journal.  319  Broadway, 
res.  33  W.  54th  St..  X.  Y.  C.  b.  Steuberi- 
ville,  O.,  Oct.  10,  '35.  ed.  New  Lisbon.  O 
Mem.  House  of  Rep.  in  Congress,  Sec.  Senati 
of  U.  S.  Chamberlain  of  X.  Y.  Capt..  Maj.. 
Lt.-C'ol..  Ciil  and  brevet  Brig. -Gen..  Volun- 
teers. Civil  War.  Mem.  Rep.,  Union  League. 
N.  Y.  Athletic.  Hardware  Clubs,  and  Loyal 


\VAI:I>  i:i;<  >\VEK. 

Lawyer.  35  Nassau  St..  res.  33!)  Riversid<- 
Drive.  N.  Y.  C.  b.  N.  Y.  C.,  Men.  24.  '73. 
ed.  Columbia  Grammar  School  and  Columbia 
Coll.  County  Com.  First  voted  '94.  Mi'in. 
Bar  Ass'n  of  N.  Y.,  Rep.  Club  of  the  City  of 
N.  Y.,  Riverside  Rep..  West  Side  Rep..  22nd 
Aldermanic  Rep.  Clubs,  Delta  Upsilon.  Phi 
Delta  Phi  Fraternities.  Albion  Lodge.  F.  & 
A.  M.  Former  Pres.  of  the  Monroe  Nat.  Bank 
of  Monroe,  N.  Y.  One  of  the  organizers  of 
and  a  director  in  the  Riverside  Drive  and 
Morningside  Heights  Imp.  Ass'n. 


HERMAN  W.   BEYER. 

Dyer  and  Manuf.  of  Ribbon.  507-513  W.  50th 
St.,  res.  4i;5  W.  47th  St..  N.  Y.  C.  b.  N.  Y.  C., 
Oct.  20.  '76.  ed.  Public  School  No.  32.  Sec- 
ond Vice-Pres.  Rep.  Club  of  15th  A.  D. 
Candidate  for  Assembly  '02.  for  Alderman  '03. 
First  voted  '97.  Mem.  15th  Assembly  Dist., 
Owl  Club.  F.  &  A.  M..  51(J.  Royal  Arcanum, 
Woodmen  i if  America.  Imp.  Order  of  Red 
Men. 


DANIEL  G.    VEDDER. 

Port  Warden,  Port  of  N.  Y.,  Room  149,  1 
Broadway,  N.  Y.  C..  res.  Schenectady.  N.  Y. 
b.  Schenectady,  N.  T.,  Aug.  7,  '52.  ed.  Sche- 
nectady. Chairman  Rep.  Co.  Com.  ten  years. 
Port  Warden.  Com.  of  Hell  Gate  Pilots. 
Mem.  Rep.  Club.  Schenectady,  N.  Y. 


CHARLES  A.  RADZINSKT. 

Organ    Builder.    407   W.    42nd    St..    res     13fiR 

Webster  Ave..  N.  Y.  C.     b.  N.  Y.   C     May  1 

•58.     ed.  N.  Y.  C.     Capt.  Election  Dist.   since 

96.     Binancial  Sec.   Union   Rep.   Club  for  ten 

years.     Charter  member  Union  Rep.  Club. 


WILLIAM    MARION. 

Deputy  Collector  of  Internal  Reyenue.  150 
Nassau  St..  res.  317  W.  ISth  St.,  N.  Y.  C.  b. 
N.  Y.  C.,  Oct.  IS,  '49.  ed.  N.  Y.  C.  Treas. 
7th  Assembly  Dist.  Mem.  7th  Dist.  Rep. 
Club. 
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GEORGE  WILLIAM  MATHEWS. 

N.  T.  C.  b.  N.  T.  C.,  July  10,  '65.  ed.  N.  T. 
Schools.  Pros.  South  Side  Rep.  Club  Vice- 
pres.  Rep.  Speakers  League.  State  of  N.T..  '03 
Candidate  I'm-  Alderman.  37th  AM  Dist  Nom 
for  Assembly  from  34th  Assembly  Dist.  First 
voted  '86.  Mem.  South  Side  Rep.  Roosevelt 
Home  Clubs.  Rep.  Speakers  League. 


JOSEPH    SCHLOSS. 

Retail  Merchant.  5Si;  Columbus  Ay  N  T 
C.  b.  N.  T.  C.  Grad.  Grammar  School  No  32 
Mem.  Exec.  Com.  Riversidi-  Krp.  Club.  Al- 
derman. 21st  Aid.  Dist.  Mem.  West  Side 
Rep.,  Riverside  Rep.  Clubs.  Rep.  Club  22nd 
Aid.  Dist. 


JOHN  C.  ROWE. 

Lawyer.  44  Broad  St..  res.  243  W.  123rd  St 
N.  Y.  C.  b.  South  Bethlehem,  N.  T.,  Aug.  6. 
'73.  ed.  Harvard  Coll.  and  Columbia  Law 
School,  A.B.,  LL.B.  Pres.  of  Central  Rep. 
Club.  Mem.  Central  Rep.,  Harlem  Rep  and 
Harlem  Clubs. 
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ALUKKT     FERGUSON. 

Dealer  in  l,ubric:iting;  Oil  &  General  Sui>- 
ulies.  i;n2-i;ri|  \v  ::mli  St..  N  Y.  res  3Gfi 
W.  30th  St..  N.  T.  b.  Rondout,  N.  Y..  Jan. 
15.  'IJ7.  ed.  Public  Schuul.  Deputy  Sup<T- 
visor  State  Census.  Mem.  Rep.,  Engineers, 
Ninth  Dist.  Rep.  Clubs.  Sec.  to  late  Freder- 
ick S.  Gibbs.  Rep.  Natl.  Committeeman. 


CHARLES  E.  MERRITT. 

Asst.  Treas.  Commercial  Cable  Co.,  253 
Broadway:  also  Treas.  J.  II.  Bunnell  &  Cn., 
20  Park  PI.,  res.  393  Manhattan  Ave.,  N.  Y. 
•C.  b.  Marlborough,  N.  Y.,  Apr.  13,  '46.  ed. 
Public  Schools,  i- irst  voted,  'US.  Mem.  Har- 
Jem  Rep.,  Cent.  Rep.  and  Magnetic  Clubs. 


THOMAS  ROTHMANN. 

.Mi  reliant.  38  2d  Ave..  res.  40  2d  Ave., 
N.  Y.  C.  b.  Germany,  Feb.  12,  '40.  ed.  N. 
Y.  C.  Ex-Alderman.  Mem.  Progress  Rep. 
Club.  10th  Assembly  Dist. 
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ISRAEL  i.oris  KKiNi;i-:i:<i. 

Physician.  171H  Madison  Ave..  N.  Y.  C.  b. 
X  Y'  C  July  ::.  •?".  ed.  I.'niv.  City  of  N.  Y.. 
M.D.  Mem.  Rep.  Co.  c,jln..  Exec.  i'. mi  <>t 
(•••nti.-il  Rep.  Club  First  voted  '92.  .M.'in 
1 1. 1  rl. -in  Rep..  Central  Rep.  :ii»l  Mt.  Jlcirris 
Rep.  Clubs.  Mem  ..f  Acad.  »t  M.'.l  ,  Co.  M'''l 
Soc..  Eastern  Mi-d.  Sen-.,  ll.nlc-ni.  East  Side 
Physicians  Ass'n.  X.  Y..  Physicians  Mutual 
A i«I  Ass' u.  etc 


GEOK.iK    Fl:AXCIS    PICKEX. 

Real  Kstaic-  .-mil  linildiiiK.  l'."H  Ttli  Ave. 
Res  :,<;  \V.  llilili  St..  N.  Y.  C.  1..  X.  Y.  C., 
Sr- |>i.  28,  '70.  ed.  Public  Schools.  Pres. 
Minim  Morris  !;.•]..  c'lnli;  nn-in.  Ci-llt  !;•!• 
Club  and  71h  Regiment. 


P.    M.   l 'ASSII  "Y. 

Sujit.    N.    Y.    Post   OHii'e.    li'.'.tli    St.    >v    Lex 
ington    Aye.      Res.    Ml    E.    1i':!d    St..    X.    Y'.    C. 
h     Iri'lainl.    July    L'4,    'il4.      ed.    Ireland.      Mem. 
Xoith    Side    i!e|'.    Club.    Rep.    Club.    ::4tb    As- 
sembly  liist..  Stirlins  Rep.  chili. 


CLARENCE  CORNET. 

Real  Estate  Agent,  21  Liberty  St..  res.  2094 
Fifth  Ave..  N.  Y.  C.  b.  Have'rstraw.  N.  Y.. 
Apr.  8,  '71.  First  voter!  '92.  Mem.  Central 
Rep.,  Roosevelt  Home  Clubs. 


PATRICK    J.    DALY. 

Business  Agt..  Labor  Organization,  res. 
401  Third  Ave.,  N.  Y.  b.  Ireland.  June  24.  '67. 
ed.  Mass.  Pres.  P.  J.  Daly  Ass'n.  Mem.  Irish 
Club,  L.  O.  H.  Clannagael,  St.  Vincent  de. 
Paul.  K.  of  C.,  Holy  Name,  St.  Stephen's 
Parish. 


.IACOI)  LKITNER. 

Real  Estate.  Prospect  and  Westchester 
Avt-s..  res.  20  Beck  St..  N.  Y.  C.  b.  Austria. 
Nov.  6,  '69.  First  voted  '92.  Mem.  Union 
Rep.  Club.  Alderman  N.  Y.  C.  '02-'n:;. 
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JOHN  HOWARD  PRALL. 

Banker  and  Broker,  mem.  N.  T.  Stock  Ex- 
change, 49  WaJl  St.,  N.  T.  C.  Res.  Elmhurst, 
N.  T.  b.  N.  T.  C.,  Oct.  26,  '55.  ed.  Flushing 
Inst.  Ex-chairman  Queens  Co.  Rep.  Com. 
and  2nd  Ward  Rep.  Com.  First  voted  '76. 
Pres.  Union  League  Club  2nd  Ward.  Mem. 
Lincoln  Club  of  Long  Island  City. 


JAMES  ANDERSON  HA  WES. 

Lawyer.  15  William  St.,  res.  61  E.  53rd  St.. 
N.  T.  C.  b.  N.  T.  C.  in  '73.  ed.  Cutler  School. 
N.  T.,  and  St.  Mark's  School.  Southboro. 
Mass.;  Tale  Univ.  '94,  A.B.;  N.  T.  Law 
School.  LL.B.  Admitted  to  Bar  '96.  In  Office 
of  Evarts,  Choate  &  Beaman  3  years.  Pres- 
ent firm  Hawes  &  Metcalf.  Director  Sea- 
men's Port  Soc.  and  several  charitable  organ- 
izations, several  Dist.  Rep.  Clubs.  Sec.  Soc. 
of  Mayflower  Descendants.  Sec.  Delta  Kappa 
Epsilon  Ass'n.  Mem.  St.  Nicholas  Soc.,  La- 
fayette Camp,  Sons  of  Veterans  and  LoyaJ 
Legion,  Univ.,  Rep.,  D.  K.  E.,  Tale  Clubs. 


MAX  HAHN. 

Merchant.  76  Ave.  D,  N.  T.  C.  b.  Austria, 
Sept.  10,  '63.  ed.  Grammar  School  No.  16. 
Dep.  Collector  Internal  Revenue.  First  voted 
'84.  Director  Federal  Club.  Delegate  State 
Com.  Mem.  County  Com.,  F.  &  A.  M.,  K. 
of  P.,  I.  O.  F.  S.  of  I.,  Free  Sons  of  Judah, 
Hungarian  Rep.  Club. 
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ABRAHAM    JORDAN. 

Salesman.  42  West  Broadway,  res.  1541 
Madison  Ave..  N.  Y.  C.  b.  Baltimore,  Md.. 
May  22.  'fi2.  ed.  Germany.  Pres.  Aggressive 
Regular  Rep.  Club.  First  voted  'S3. 


FREDERICK  C.  SMITH. 

Merchant.  28  K.  20th  St.,  N.  V.  C.,  res.  Mt 
Vernon.  N.  Y.  b.  Mt.  Vernon,  N.  Y.,  Apr  30 
61  ed.  Mt  Vernon.  N.  Y.  Cor.  Sec.  Roose- 
velt Home  Club 


LEO  P.  GLASEL. 

224  Fourth  Ave..  N.  Y.  C.  b.  N.  Y  C  July 
I.  '74.  ed.  N.  Y.  C.  ex -Pres.  Roosevell 
1  1 1  mie  Club. 
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HARRY  J.   CUSHEN. 

3  E.  124th  St..  N.  Y.  C.  b.  England.  Oct. 
11.  '65.  Came  to  N.  Y.  in  '77.  .•,].  Public 
Schools.  Rep.  from  first  vote  and  appointed 
Excise  Inspector  April.  '96.  and  resigned 
Aug.  1.  '05.  Treas.  Rep.  Club.  34th  Assem- 
bly Dist. 


CONSTANT  J.  SPERCO. 

Sanitary  Engineer,  21  E.  20th  St.,  res.  237 
W.  26th  St..  N.  Y.  C.  b.  Smyrna,  Turkey.  July 
4.  '67.  ed.  Paris,  France.  Deg.  of  S.  E. 


HARRY  A.   ANDERSON. 

Lawyer.  150  Nassau  St.,  N.  Y.  C.,  res. 
North  Pelham,  N.  Y.  b.  Brooklyn.  N.  Y., 
July  25.  '78.  ed.  Public  Schools;  LL.B.,  N.  Y. 
Univ.  Law  School,  1st  prize  first  year.  3rd 
prize  second  year.  Town  Clerk  of  Town  of 
Pelham.  Pres.  of  Young  Men's  Rep.  Club  o'f 
Pelham.  Treas.  of  the  Pelham  Club.  Form- 
erly Village  Counsel  and  Clerk  of  Board  of 
Education  of  Town  of  Pelham. 
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JOSEPH  T.  HACKETT. 

M. 'ii'liaiit.  335  W.  llth  St..  N.  Y.  C.  b. 
X  Y.  ('..  7.U.  ed.  Public  Schools.  Mem. 
Beard  of  Aldermen  '!i.",-'!n;-J97.  Mem.  Co. 
Com.  for  I'n  VISITS.  Mem.  Exec.  Com.  7th 
A^MtiiMv  I  >ist.  Organization.  Rep.  Club, 
Mem.  7th  Assembly  Dist.  Rep..  9th  Ward 
Rep.  Clubs.  Capt.  of  Election  Dist.  for  20 
years.  First  voted  '71. 


JOHN  ABEEL  WEEKES. 

Lawyer,  45  William  St.,  res.  47  E.  20th  St.. 
N.  Y.  C.  li.  Oysirr  Bay.  N.  Y..  July  24,  '56. 
ed.  Yale,  Ph.B.,  LL.B.  Assembly  '98.  '00-'02. 
First  voted  '77.  Mem.  Union.  Seawanhaka 
Yacht.  Rep.  Clubs.  Sons  of  the  Revolution. 


NICHOLAS  A  KNOX. 

Chief  Clerk  State  Supt.  Election  M.  E.  D.. 
27  William  St..  res.  201  W.  4Sth  St..  N.  Y  C. 
b.  N.  Y.  C.,  Feb.  2ti.  '57.  ed.  Public  Schools. 
Del.  to  State  Conv.  27th  A.  D.  '96.  Sergeant- 
at-arms  27th  Assembly  Dist.  Rep.  Club.  Chief 
Clerk  Com.  of  JIITMTS.  '95-'98.  Hist  voted  'S" 
for  Pres.  Garfield.  Mem.  27th  A.  D.  Rep. 
Club,  Royal  Arcanum.  Knights  of  Columbus. 
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HENRY  P.  LE\VANDO\YSKI. 
10  St.  Mark's  PI..  N.  T.  C.  b.  Warsaw. 
Poland.  Oct.  19,  '46.  ed.  Paris  Univ.  and 
School  of  Med..  France.  Coll.  of  Warsaw, 
M.D.,  A.B.  Aide-de-Camp  in  Polish  Army. 
Leader  of  Lithuanians  and  Poles  in  State  of 
N.  Y.  Pres.  Polish  Lithuanian  Am.  Rep. 
League,  and  Rep.  Organizer  of  Am.  League 
of  Liberty  and  Peace.  Dep.  Grand  Regent  of 
Royal  Arcanum.  Organizer  of  Order  of  Ton- 
tis  in  U.  S.  Order  of  Chosen  Friends.  Rep. 
and  Leader  of  Gen.  Czachowskiego  League. 
Inventor  &  Patentee  of  Storage  Cells  &  Bat- 
tery for  forcing  growth  of  plants  and  destruc- 
tion of  insects.  Inventor  and  Patentee  of  an 
original  bust  of  Pres.  Roosevelt. 


FRANK  KELLER  BOWERS. 
Asst.  Law  Clerk,  Co.  Clerk's  Office.  n>s. 
2061  Madison  Ave.,  N.  Y.  C.  b.  Easton,  Pa  , 
Mch.  12.  '(57.  ed.  Easton  Public  Schools  and 
Business  Coll.  Had  charge  of  Speakers'  Bu- 
reau for  Hep.  Co.  *'..m  c-ampaigns  c.f  IIHI-'III 
First  voted  '88.  Mem.  Rep.  Club,  City  of  N 
Y..  North  Side  Rep.,  South  Side  Rep.  Clubs, 
Co.  Com.,  Delegate  State  Conv..  '00-'02-'04. 
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J.  FRANCIS  DE  LAUZIERES. 
109  W.  54th  St.,  N.  Y.  C.  b.  Milan,  Italy, 
ed.  High  School  of  Tessin,  Switzerland;  Turin 
Univ.,  Harvard  Univ.  Practical  expert  in 
•  •oiislr.  I'liiiini'i  Tin^.  P.-g.  Agronomical  engr. 
and  Ph.D.  Authority  on  Foreign  Immigration 
and  Agricultural  Colonization.  Chairman 
Exec.  Com.  Rep.  Speakers  League.  State  of 
N.  Y.  Sec.  ami  founder  Ital.-Am.  Ed. 
League.  Pres.  Primmting  Com.  Ital.-Am. 
Frat.  Mem.  Hamilton  Rep.  Club  and  many 
frat.  and  benev.  organizations.  Dir.  French 
Y.  M.  C.  A.  Vice-Pi-..-.  S. ..  Colonization  Co. 
Publications. 


JAMES  DAVID   MERRIMAN. 


Attorney  at  Law.  141  Broadway,  N.  T.  C. 
b.  Litchfield.  Me..  July  11,  '67.  ed.  Bowdoin 
Coll.,  N.  y.  Law  School  and  Columbia  Univ., 
A.M..  LL.B.  Prin.  Gould  Academy,  Bethel, 
MP..  •!U-194.  chief  I  an. -an  of  Licenses.  N.  Y. 
C.  First  voted  '88.  Mem.  West  Side  Rep.. 
Alpha  Delta  Phi  rinbs.  Amerir;tn  Economic. 
New  England  Societies. 


WILLIAM  S.  GERMAIN. 

Western  Union  Telegraph  Service,  60  Broad- 
way, N.  Y.  C.,  res.  150  Park  Ave.,  Williams- 
bridge,  N.  Y.  C.  b.  Harlem,  N.  Y.  C..  Sept. 
13,  '68.  ed.  Public  School.  Exec.  Mem.  Rep. 
Co.  Com.  of  N.  Y.  Co.  Has  served  on  street 
opening  com.  Mem.  Williamsbridge  Rep.. 
Westchester  Rep.  and  City  Island  Rep.  Clubs. 
Williamsbridge  Impvt.  League.  Knights  of 
Columbus.  Ancient  Order  of  Workmen.  Teleg- 
raphers' Aid  Soc. 


OTIS  L.  R.  FOWLER. 

Grocer,  2077  Boston  Road,  res.  1252  E  181st 
St..  N.  Y.  C.  b.  N.  Y.  C.,  Sept.  2,  '64.  ed. 
N.  Y.  C.  First  voted  '85.  Mem.  County  Com.. 
Union  Club.  Pres.  West  Farms  Rep.  Club. 
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A.   S.  VAN  ORDEN. 

Salesman.  248  Greenwich  St.,  res.  60S  E. 
136th  St..  N.  T.  C.  b.  N.  T.  C.,  Men.  22,  '46. 
ed.  N.  Y.  C.  First  voted  '6S.  Treas.  Rep. 
Ass'n.  Mem.  West  Side  Rep.  Club. 


JOHN  RICHARD  DAVIES. 

Lawyer,  100  Broadway,  res.  274  W.  140th 
St..  N.  T.  C.  b.  N.  Y.  C.,  '79.  ed.  N.  Y. 
Public  Schools;  1  year  at  City  Coll.  and  3 
years  at  N.  Y.  Law  School,  deg.  LL.B.  and 
LL.M.  Alderman,  N.  Y.  C.,  '04-'05.  First 
voted  '00.  Pres.  St.  Nicholas  Young  Men's 
Rep.  Club.  Mem.  Manhattan,  Liberal  Rep., 
Atalanta  Boat  Clubs,  St.  David's  Society,  Co. 
D,  7th  Regt. 


JOHN  FRANCIS  TUCKER. 

Atty.  at  Law.  71  Wall  SI.  N  Y  C  b  N 
Y.  C..  Feb.  25,  '71.  ed.  N.  Y.  Univ.,  L.B., 
LL.  M.  Candidate  for  Assembly,  9th  Dist., 
'03.  Mem.  City  Com.  Fiist  voted  '92.  Mem 
Delta  Upsilon,  Delta  Chi  Fraternities,  Pleia- 
des Club. 
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SETH  LOW. 

Ex-M:iyr»    N.  Y.  C.     30  E.  I! 4th  St..  N    T    C 

b    Brooklyn.  Jan.  IS,  '50.     ed.  Columbia  Coll. 

°'"  Brooklyn  '*1-'S5.  Pres.  Columbia  Univ., 


I.   PIERCE  OBERNDORFER. 

Physician.  1037  Lexington  Ave..  N.  Y  C 
b  Louisville  Ky.,  Nov.  4,  '52.  ed.  Columbia 
Univ..  Leipslc.  Germany,  and  Coll.  of  Physi- 
cians &  Surgeons.  N.  Y.  A.  M.  and  M.'  D. 
Mem.  N.  Y.  Co.  Com.,  Pres.  Rep.  Club,  26th 
Assem.  Dist. 


HENRY  S.  JOHNSTON. 

Druggist.  341  3d  Ave..  N.  Y.  C..  res.  Elm- 
hurst.  N.  Y.  b.  Setauket.  N.  Y.,  Aug  26  '63 
ed.  Public  Schools.  First  voted  '84  Mem' 
Ward  Com..  ex-Mem.  Queens  Co.  Rep  Com 
Vice-Pres.  and  ex-Pres.  Union  League  Rep! 
Club,  2d  Ward. 
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JOSIAH   TURNER   NEWCOMB 

L.-IW.VIT.  -11  William  St..  res.  49  St.  Nicholas 
PI.,  N.  Y.  C.  b.  Michigan,  '68.  ed.  Williams 
College.  B.A.  Mem.  Assembly  '02-'04.  First 
voted  in  Worcester.  Mass.  Pn-s.  Liberal  Rep.. 
Mem.  Manhattan  Rep.,  Sterling  Rep.,  Heights 
Clubs.  Rep.  Club  of  City  of  N.  Y.  Pres.  Mich- 
igan Soc.  of  N.  Y. 


ANTONIO  C.  ASTARITA. 

Counsellor  at  Law.  320  Broadway,  N.  Y.  C. 
b.  Vico  Equense,  Italy,  ed.  Coll.  in  Italy, 
Pub.  Schools  and  Columbia  ('oil.  Law  School, 
class  '87.  Was  Dep.  Asst.  Dist.  Atty.  N.  Y.  < ' 
First  voted  '86.  Mem.  Rep.  Club  of  the  City 
of  N.  Y.,  Bar  Ass'n.  and  Soc.  Med.  Jurispru- 

cll     tll'l'. 


FREDERICK  J.   ETZEL. 

Bandmaster,  res.  94  First  Ave.,  N.  Y.  C.  b. 
X.  V.  ''.,  Jinn-  _x.  ',3.  ed.  N.  Y.  schools.  M  n. 
K-'P.  Co.  Com.  Assemblyman.  First  voted 
'94.  Mem.  Prog.  Rep.,  10th  Assembly  Dist., 
Hungarian  Rep.,  Jolly  Knickerbockers,  Floro- 
dora,  Tuesday  Afternoon,  Buffalo  Bowling 
Clubs,  Arizona  Club  of  N.  Y.,  Aschenbroedel 
Verein.  Musical  Mutual  Protective  Union  Lo- 
cal 310,  A.  F.  of  M..  St.  Nicholas  Council.  154, 
C.  B.  L..  Stand.  Benev..  White  Mice  Ass'ns. 
Hon.  mem.  St.  Aloysius  Young  Soc. 


EllNEST  HAJJELWOOD  WALLACE. 

L.iwv.i.  27  William  St..  res.  122  \V.  114th 
St.,  N.  Y.  C.  b.  Guelph.  Ont..  Nov.  19.  '75. 
ed.  Hamline  Univ..  Ph.B..  LL.B.  Mem.  As- 
sembly '04;  Dep.  Atty.  Gen.  '05;  Pres.  Mt. 
Morris  Rep.  Club.  First  voted  '00.  Mem. 
Lotus.  Harlem.  Mt.  Morris,  Harlem  Central 
Hi 'p.  and  Freeport  Golf  Clubs. 


ALEXANDER  TAYLOR  MASON. 

Atty.  and  Counsellor  at  Law.  IB  William  St., 
res.  119  E.  57th  St.,  N.  Y.  C.  b.  Westerly. 
R.  I.,  June  15.  '59.  ed.  Trinity  Coll..  Hart- 
ford, and  Columbia  Law  School;  deg.  A.H.. 
M.A.,  LL.B.  Rep.  leader.  29th  Assembly  Dist. 
Mem.  Greater  N.  Y.  Charter  Rev'n  Com.; 
Mimic.  Civil  Service  Comm'r  under  Mayors 
Van  Wyck  and  Low;  Dep.  Atty.  Gen.  '05. 
First  voted  '80.  Mem.  Down  Town  Ass'n. 
Oeographical  Soc..  Rep.  Club  of  the  C.  of  N. 
Y.,  Univ.,  Rep.,  29th  Assembly  Dist.  Clubs. 


GUSTAVE  HARTMAN. 

School  Teacher,  Lawyer  &  Lecturer,  744  E. 
5th  St..  N.  Y.  C.  b.  Hungary.  Aug.  12.  '80 
ed.  Public  School  No.  22.  N.  "Y.  C.,  Coll.  of 
City  of  N.  Y.  '00.  N.  Y.  Univ.  Law  School. 
'04,  B.S..  LL.B.  Mem.  Board  of  Governors, 
Federal  Rep.  Club,  16th  A.  D.,  N.  Y.  C.  As- 
semblyman. 16th  A.  D.  First  voted  '02. 
Mem.  Solomon  Kohn  Lodge.  I.  O.  B.  A.,  Moses 
Falkenhein  Lodge.  I.  O.  F.  S.  of  J..  Eitz  Cha- 
gim.  I.  O.  S.  B.,  Federal  Rep.  Club. 
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NASSIB  A.    SHIBLEY. 

Lawyer,  31  Nassau  St..  res.  51  Manhattan 
Ave..  N.  Y.  C.  b.  Mount  Lebanon,  Feb.  7.  'Oti. 
ed.  Beyrout,  England  :ind  America.  First 
vot.'d  '00. 


LOUIS  FREIDEL. 

Real  Estate,  81  &  83  Forsyth  St.,  res.  81 
Canal  St.,  N.  Y.  C.  b.  Germany.  March  17. 
'70.  ed.  Public  Schools.  Vice-Pres.  Lincoln 
League.  Assemblyman. 


JOHN   J.    HANNON. 

Truckman,  437  &  439  W.  16th  St.,  N.  Y.  C. 
b.  N.  Y.  C.  ed.  Grammar  School  No.  11. 
Executive  member  7th  Assem.  Dist. 
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HENRY  CLAY  PIER'  'V. 

Contractor.  4'2'2  W.  loth  St.,  res.  352  W.  1'ls! 
St..  X.  V  C.  I..  X  V  C.,  M.-i.v  in.  '51.  ed. 
Public  Schools.  First  voted  '71.  Mem.  Rej>. 
i  Mnli  of  x.  y..  X.  Y.  Athletic  Club.  Old  Guard. 


WILLIAM  W.   WATERHOUSE. 

Park  Dept..  Borough  of  Bronx,  Main  St., 
City  Island,  b.  Virginia,  Nov.  15,  '60.  ed. 
Public  School  of  City  Island.  First  voted  '*:!- 
Mem.  Rep.  Club. 


WILLIAM  J.   HAMPTON. 

Real  Estate  and  Insurance  Broker,  884  Am- 
sterdam Ave..  res.  5ii  Manhattan  Ave..  N.  Y. 
C.  t>.  Brooklyn.  N.  Y..  Aug.  17,  '71.  ed.  N.  Y. 
Public  Schools.  Del.  State  Convs..  '02-'04.  Ex- 
exam,  of  Accts.  in  Office  of  Com.  Accts. 
Mem.  Riverside  and  22nd  Dist.  Ass'n. 


ELIAS   GOODMAN. 

Advertising  Manager,  25  Broad  St.,  res.  201 
\\'.  lUUth  St.,  N.  Y.  C.  b.  Germany,  '48.  ed. 
I '11 1>I ic  Schools,  U.  S.  Alderman,  Mem.  County 
i  'onimitte'e. 


EDGAR  H.    HAX.ELWOOD. 

Lawyer,  S02  Manhattan  Ave..  res.  180  Colyer 
St.,  N.  Y.  C.  b.  St.  John,  N.  B.,  Jan.  21,  ;73. 
ed.  Public  Schools  and  N.  Y.  Univ.  Mem.  Co. 
General  Com. 


JACOB   A.   NEWSTEAD. 

Merchant,  109  Meserole  St.,  res.  384  Grant! 
St..  Brooklyn.  N.  Y.  b.  N.  Y.  C..  July  1  '6(1 
ed.  N.  Y.  C.  Exec.  Mem.  12th  A.  D.  First 
voted  '87- 
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PETER  J.    SIMMONS. 

Inspector  U.  S.  Custom!.-.  V.  S.  Barge  Office, 
res.  150  Barrow  St..  NYC  i>  NT  Y  C 
Nov.  L'O.  '68.  ed.  N.  Y  Public  Schools.  Dee' 
M.A.  Pres.  7th  Assem.  Dist.  Rep.  Club  Peter 
J.  Simmons  Ass'n.  Mem.  9th  Ward  Rep. 
Club.  Inspectors  M.  A.  Ass'n..  Knights  of 
Pythias. 


MICHAEL  HINES 

Warden.  Port  of  N.  T.,  156  Park  Row,  res. 
4CG  Pearl  St..  N.  Y.  C.  b.  Ireland.  Sept.  S,  '60. 
ed.  St.  James  School.  Rep.  LcailiT  Jnd  As- 
sembly Dist. 


WILLIAM    BLAU. 
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JOSEPH    I1KXKY   ADAMS. 


Lawyer,  32  .Vrixsrni  Si  X  y  c  i,  Wash- 
ington, D.  C..  Dee.  15.  T>7.  ed.  Harvard  'si 
''..liimbian  (D.  C.  )  Law  School.  '87  dee  A  B  ' 
LL.B.  C|,.,k  U.  S.  State  Dept.  '81-'87.  As- 
semblyman '04.  Mem.  City,  Wost  Side  Rep. 
Clubs,  Hai'  ASS'M.  Sons  ,,(  l;.>vc,lu  i  i,  ,i  and 
other  organizations. 


3.    KLETT. 

Builder,  res.  r/ilil  \V.  I70tli  St.  X  V  C  b 
N.  Y.  C.,  Keb.  16,  '56.  ed.  N.  Y.  Public 
Schools.  Alderman  25th  Aldermanic  Dist.. 
23rd  Assembly  Dist.  '02-'03.  First  voted  '77 
Mem.  Lib.  Rep..  Sterling  Rep.  Clubs. 


FRANK   LOTIS    KUl'GOXK 

Printer  and  Publisher.  17.S  Park  Row.  X.  V. 
C.  b.  Italy,  ,-d.  Italy  and  America.  Pres.  of 
Latin-American  Rep.  Natl.  League.  First 
voted  '92.  Mem.  Rep..  N.  Y.  Pi  ess  Clubs. 
Italian  Chamber  of  Commerce.  Italian  Be- 
nevolent Suei.  t  y. 
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CHARLES  B.   MORTON. 

City  Hall.  N.  Y.  C..  res.  829  Monroe  St., 
Brooklyn.  N.  Y.  b.  Troy.  N.  Y..  Feb.  2,  '32. 
Mem.  Met.  Police  Dept.  '57-'61.  Officer  At- 
tached to  Provost  Marshal  Gen'l's  Bureau  of 
War  Dept.  'ii3-'(J5.  Dep.  Auditor  City  of 
Brooklyn,  'G6-'G9.  Chief  Clerk  U.  S.  Int.  Rev. 
Assessor's  Office.  3rd  Dist..  N.  Y..  '69-'74. 
Mem.  Assem.  7th  Dist.  Kings  Co.  '72.  Asst. 
Postmaster  of  Brooklyn  '78-'84.  Mem.  N.  Y. 
Const.  Com-.  3rd  Senate  Dist.  '94.  Author  of 
law  engrafted  in  State  Cpnst.  in  '94,  providing 
for  minority  representation  in  boards  of  elec- 
tion in  Brooklyn  and  for  exclusion  of  officers 
or  employees  of  City,  State  or  National  Gov. 
from  employment  as  election  inspectors  or 
canvassers  of  votes. 


JEROME   B.    JOHNSON. 


81 


SAMUEL    MARKS. 

Lawyer.  35  Nassau  St.,  res.  32  W.  113th  St.. 
N.  Y.  C.  b.  Syracuse.  N.  Y.,  Dec.  24,  '81.  ed. 
Syracuse.  N. '  Y.  Graduate  Syracuse  High 
School.  Corresponding  Secy.  Mt.  Morris  Rep. 
Club.  First  voted  '03.  Mem.  Mt.  Morris 
Rep..  Central  Rep.  Clubs;  I.  O.  O.  Red  Men. 


J.    M.   DEEMER. 


SAMUEL  COHN. 

Lawyer,  290  Broadway,  res.  342  W.  47th  St., 
N.  Y.  C.  b.  Plnr  Plains,  N.  Y..  July  30,  '70.  ed. 
Coll.  of  City  of  N.  Y..  B.S.;  Columbia  Cull. 
Law  School,  L.L.B.  Mem.  Co.  Com.  Vice- 
chairman  Dist.  Com..  15th  A.  D.  First  voted 
'91.  Mem.  Corinthian  Lodge  F.  &  A.  M., 
Wendell  Phillips  Lodge  K.  P..  Wanamak.  r 
Council  R.  A..  Rep.  Club  of  City  of  N.  Y.  and 
Rep.  of  15th  A.  D.,  Coney  Island  Jockey  Club. 


DAVID    MEYERS. 
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WALTER  M.   CHANDLER. 

Lawyer.  35  Nassau  St..  N.  T.  C.  b.  Missis- 
.--ippi.  Dec.  N.  '07.  ed.  Univ.  of  Va..  Univ.  of 
Mich,  and  Heidelberg  Univ..  Germany.  Mem. 
Rep.  and  West  Side  Rep  Clubs. 


THEODORE  J.  KARMAN. 

Merchant,  52  Centre  St..  res.  4H1  Pearl  St., 
N.  Y.  C.  b.  N.  Y.  C..  Sept.  L'5.  '71.  ed.  Public 
School  No.  23.  Ex-Pres.  Down  Town  Rep. 
Club.  Mem.  B.  B.  Odell,  Jr..  Club 
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ROY  HARTLAND  MARKS. 

General  Manager  and  Treasurer.  359  Canal 
St.,  res.  408  Manhattan  Ave..  N.  Y.  C.  b. 
Bluehill.  Me.,  July  2.  '79.  ed.  Maine.  Ex- 
Treas.  22nd  Aid.  Dist.  Rep.  Ass'n.  Mem.  Co. 
Com.  Exec.  Com.  22nd  Aid.  Dist.  Rep.  Ass'n. 
and  mem.  33rd  Aid.  Dist.  Rep  Ass'n. 


ARTHUR   \V.   LAWREXrK 

Real  Estate  Operator,  542  Fifth  Ave.,  N.  Y. 
C..  res.  Lawrence  Park,  Bronxville,  N.  T.     b. 

.Me, nil, 'ill.   I  •;III;I.|M,    i  l.-l  .    1  I     '75.       -  .1     Yal.     roll.. 

A.B.  First  voted  '96.  Mem.  Co.  Com.  West- 
c'hi-stpr,  Yale.  Knollwood  C.  C..  Union  League. 
Rep.  C'lulis. 


JOHN  CALVIN  MCKNIGHT. 

Private  Secretary,  Fifth  Ave.  Hotel,  res. 
Bay  Side,  N.  Y.  C.  h.  Jackson  Hall.  Pa..  Mch. 
9,  '68.  ed.  Chambersburg,  Pa.,  and  Univ.  Law 
School,  N.  Y.  C.  c.nni.l.  niial  Secy,  to  Cnv. 
B.  B.  Odell  '00-'04.  Mem.  Fort  Orange  and 
Albany  Clubs. 


CRISTOFORO  ZUCCARO. 

Banker.  444  E.  13th  St..  N.  Y.  C.  b.  Italy, 
Oct.  16,  '62.  ed.  Public  Schools.  Chairman 
Rep.  Finance  Com.  Sth  Cong.  Dist.  Mem. 
Latin-American  League. 
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JAMES    F.    PEGNAM. 

Port  Warden.  1  Broadway,  res.  325  E.  13th 
St..  N.  Y.  C.  b.  N.  T.  C..  Sept.  26.  '57.  ed. 
Public  Schools.  Exec.  Mem.  14th  Assem. 
Dist.  State  Com.  Mem.  Rep.,  New  York.  Jas. 
I".  IVmi.mi  and  11th  Assem.  Dist.  Clubs. 


JOSEPH  GEORGE  KAMMERLOHR. 

Lawyer.  150  Broadway.  N.  Y.  C..  res.  957 
Bedford  Ave..  Brooklyn,  b.  Utica.  N.  Y..  Dec. 
5.  '74.  ed.  Public  Schools  and  N.  Y.  Law 
school,  deg.  LL.B.  Mem.  Nom.  Com.  Fusion 
Conf.  '05.  Chairman  6th  Dist.  Delegation  to 
Jud.  Conv.  Sec.  and  treas.  Entertainment 
Com.  Seward  Rep.  Club.  Sec.  German-Amer- 
ican League.  Asst.  Chief  Clerk,  Nayy  Yard, 
N.  Y..  and  Private  Sec.  Board  of  U.  S.  Gen. 
Appraisers;  Sec.  Bedford  Dist.  Board  of 
Trade.  Mem.  Seward  Rep.,  Lincoln  Rep. 
Clubs,  6th  Dist.  Ring.  Geo.  Wright  Ass'n.. 
German-American  League. 


JOHN  J.   FARRELL. 

Stone  Cutter.  620  W.  57th  St..  N.  Y.  C.  b. 
Ireland,  Sept.  15,  '66.  ed.  Public  Schools. 
Mem.  Co.  Com.  and  Board  of  Aldermen, 
Stone  Cutters'  Union.  17th  A.  D.  Rep.  Club. 
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CHRISTOPHER  STEFFENS. 

Grocer,  S90-S92  Ninth  Ave..  res.  37n  \V.  VMli 
St..  N.  Y.  ('.  I.,  iihiii.  .him-  23.  '56.  ed.  Ober- 
lin,  O.  Rep.  Candidate  for  Assem..  17th 
Assem.  Dist..  'nf,  .Mem  i;.'|>.  Clnli.  17th 
Assem.  Dist. 


SAMUEL    KRULEWITCH. 

Real  Estate  Operator,'  280  Broadway.  res. 
21  E.  lOSth  St.,  N.  Y.  C.  b.  N.  Y.  C..  Dec.  5. 
'71.  Mem.  Assembly  iilliid  A.  D.  and  Union 
Rep.  Club.  liL'n.l  A.  li 


U1J.MAN    I:    SOULE. 

Manufacturer  and  Elocutionist.  150  Broad- 
way. N.  Y.  C.,  res.  415  Kopciusko  St.,  Brook- 
lyn. X.  Y.  b.  Allegany.  N.  Y..  Aug.  29,  Y.5. 
ed.  St.  Bonaventure's  Coll.,  deg.  A.B.  Cain- 
paign  Orator.  Mem.  Seward  Rep.  and  Lin- 
coln Rep.  Clubs  of  Brooklyn. 


EDSON    LEWIS. 

IMV    <;,,, »ls.  liTii    nroadway.    N.    T.    C.,    res. 

Mt.     Vernon.  N.     V.       b.     Windham,     Conn.. 

Dec.    12.    '::?.  First    voted    '58.      Mem.    City 
Club. 


FREDERICK  H.   DENMAN. 

Lawyer.  170  Broadway.  N.  Y.  C.,  res.  Mt. 
Vei-non,  N.  Y.  b.  Mt.  Vernon,  N.  Y..  June  21, 
'66.  ed.  Mt.  Vernon  Public  Schools.  Colum- 
bia Univ..  N.  Y.  Law  School.  Mem.  Co. 
Com.,  Chairman  Registration  Com.  of  Co. 
Com.,  formerly  Chairman  Exec.  Com.  of  City 
Com.,  pres.  3d  Ward  Ass'n.  First  voted 
•87.  Mem.  Rep.  Club  of  N.  Y.  C.  and  3d 
Ward  Ass'n. 


WILLIAM  McGONIGAL. 

Heating  engineer.  1st  Ave.  &  1st  St..  Mt. 
Vernon,  N.  Y.  b.  Manchester,  Conn.,  Oct. 
3,  '71,  where  he  was  educated.  Alderman 
First  voted  '92.  Mem.  Rep.  and  City  Clubs. 
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CHARLES  W.  STRAUB. 

City  Treas..  City  Hall.  Mt.  Vernon.  N.  Y. 
b.  Mt.  Vernon.  N.  Y..  Dec.  6.  '57.  ed.  Mt. 
Vernon  and  N.  Y.  C.  Schools.  First  voted 
for  Garfield.  Was  with  Carpenter  &  Petten- 
Rill.  coal  dealers.  N.  Y.  C..  17  years.  Mem. 
Rep..  Young  Men's  Rrj>.  and  Treas.  4th  Ward 
Rep.  Clubs. 


JAMES    PACKMAN. 

Carpets,  with  Sloane  &  Co..  884  Broadway. 
N.  Y.  C..  res.  50  W.  4th  St..  Mt.  Vernon.  N.  Y. 
b.  Scotland.  May  15.  '54,  where  he  'was  edu- 
cated. Alderman  Isl  W;ird.  Mc-ni.  Kx.-iw 
Com.  First  voted  '84.  Mem.  1st  Ward  Rep.. 
Vice-Pres.  Roosevelt  Rep.  Clubs. 


JOHN  EDWARD  MARSHALL. 

Assessor.  City  Hall.  res.  226  S.  6th  Ave.. 
Mt.  Vernon,  N.  Y.  b.  New  Castle.  Westches- 
tei  Co..  Sept.  27.  J:!7.  fil.  District  School. 
First  voted  '58.  Mem.  I.  O.  O.  F..  Elks,  Rep. 
Club. 
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HORACE    PORTER. 

Ex-Ambassador  to  France,  N.  Y.  C.  b. 
Huntingdon.  Pa..  Apr.  15.  '37.  ed.  Harvard 
and  West  Point;  LL.D.  Union.  Served  in 
Civil  War,  every  commissioned  grade  up  t" 
brig. -gen.  Private  sec.  to  Pres.  Grant,  '69- 
'77  Ambassador  to  France.  -97-'05. 


THOMAS  J.   SURPLESS. 

Lawyer,  27  William  St.,  N.  Y.  C..  res.  62: 
Willoughby  Ave.,  -Brooklyn,  N.  Y.  b.  Brook- 
lyn. N.  Y.',  Dec.  23,  '77.  ed.  Cornell  Univ., 
LL.B.  Mem.  House  Com.  Seward  Rep.  Club. 
Board  of  Governors  Forest  Park  Golf  Cluo, 
also  mem.  Cornell,  Lincoln.  Alpha  Zeta 
Clubs 


i.ruwic,  NISSEN. 

Importer  of  diamonds  and  manuf.  jeweler, 
182  Broadway.  N.  Y.  C.,  res.  1397  Dean  St.. 
Brooklyn,  N.  Y.  b.  Husem.  Schleswig-Hol- 
stein.  Germany.  Dec.-.  2.  '55.  eel.  Public 
Schools  of  Husem.  Chairman  Cits.  Union 
of  Brooklyn,  '01.  Mem.  Civil  Service  Com. 
of  Brooklyn,  '95-'97.  Com.  &  Treas.  of  Com. 
of  N.  Y.  to  Paris  Exposition  of  '00.  First 
voted  'SO.  Mem.  Union  League  of  Brooklyn. 
Hanover.  Marine  and  Field.  Brooklyn  Riding 
and  Driving  Clubs. 
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CLARENCE    LEXOW. 

Lawyer.  43  Cedar  St..  N.  Y.  C.  b.  Brook- 
lyn. Sept.  16,  '52.  Mem.  N.  Y.  Senate,  '93- 
'98;  head  of  Senate  Com.  to  investigate  city 
gov't  of  N.  Y.  Introducer  of  bill  creating 
Greater  N.  Y.  Chairman  State  Conv.,  '95; 
presidential  elector,  '00.  Mem.  Rep.  Club. 


FRANK    J.    IioT/.LER. 

MitstiT  Plumber.  244  E.  3rd  St..  res.  242  E. 
::nl  St..  N.  Y.  C.  b.  N.  Y.  C..  Mch.  11.  '7L>. 
ed.  Public  and  Parochial  Schools.  Mem.  N.  Y. 
Co.  Com.  and  Board  of  Alderman.  Federal 
Club.  Max  Hahn  Ass'n,  hon.  mem.  John  Hay 
Rep.  Club,  past  Chaplain  Robt.  Lincoln  Camp 
S.  O.  V.  No.  7. 


LOUIS  KERNSTOGK. 

Assessor.  City  Hall.  res.  124  N.  tith  Ave., 
Mt.  Vernon.  N.  Y.  b.  Mt.  Vernon.  N.  Y.,  May 
28  '61.  ed.  Public  Schools.  Alderman.  First 
voted  '82.  Mem.  F.  &  A."  M..  Protection  En- 
gine Co..  Rep.  Club. 
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W.    H.    BARD. 

Real  Estate,  7  S.  3rd  St.,  Mt.  Vernon,  N.  Y. 
b.  Glen  Cove.  L.  I.,  Feb.  22.  '38.  ed.  East- 
Chester.  N.  Y.  Justice  of  Feace  four  terms. 
Acting  Police  Judge  four  years.  Mem.  Board 
of  Education.  Ten  years  Supervisor.  First 
voted  '59.  Mem.  Mt.  Vernon  Rep.  and  City 
Clubs. 


SAMUEL  NEWMAN  HOAG. 

Woolen  Commission  Merchant,  345  Broad- 
way, N.  Y.  C.,  res.  109  First  Ave..  Mt.  Ver- 
nori.  N.  Y.  b.  N.  Y.  C..  Oct.  11.  '59.  ed.  Pub- 
lic Schools.  First  voted  '81.  Grand  Regent. 
Royal  Arcanum.  State  of  N.  Y.  Past  Master 
Hiawatha  Lodge.  F.  &  A.  M.  Past  High 
Priest,  Mount  Vernon  Chapter,  R.  A.  M. 
Mem.  N.  Y.  Consistory,  32nd  deg.  Scottish 
Rite.  Generalissimo  Bethlehem  <'nmm;indi-ry 
K.  T.  Mecca  Temple  Mystic  Shrine.  Clinton 
Hook  and  Ladder  Co.,  Mt.  Vernon. 


ANTHONY   MARTIN   MENKEL. 

Lawyer.  54  Wall  St..  N.  Y.  C.,  res.  28  N. 
Terrace  Ave.,  Mt.  Vermin.  N.  V.  b.  Brooklyn. 
N.  Y.,  Aug.  28,  '73.  ed.  Williams  Coll.,  A'.B. 
First  voted  '94.  Mem.  City  Com.  4th  Ward. 
\VHsu-hester  Co.  Wheelmen. 
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WILLIAM  i:.  GREELEY. 

Lawyer.   38  Park  Row.    N.    Y     C      res.  New 
1L.,,  belle.    N.    Y.      b.   Nashua     N.    H.,   Nov.   1. 

59  ed.  Concord.  N.  H..  Dartmouth  Coll., 
Columbian  Law  School,  trxam.  corps  U.  s>. 
Patent  Office  '84-9.  Firet  voted  Mem . 

Board  of  Education.  New  Rochelle.  Chair- 
man Rep.  City  Com.,  '05.  Pres.  2d  /O  aid 
Rep.  Com.,  ,-x-Pres.  Rep.  Club  all  .,( .  N.W 
i:,i,-h.-ll...  Mem.  Bar  Ass'n  of  N.  Y.  ;. 

American    Bar   Ass'n.    7th    Regt.    Vet.    Ass  n 
HiiRuenot  Yacht.    Engineers    and   Rep.    ' 
..f  X.  Y.  C. 


EDWARD   LYMAN    HILL. 

Journalist  and  Author.  "Music  Trad.  Re- 
view." 1  Madison  Ave..  N.  Y.  C..  res.  Rochelle 
Park.  New  Rochelle.  N.  Y.  b.  Lyme.  Conn.. 
June  5.  '62.  ed.  State  Normal  School  of  Conn, 
and  Wesleyan  Univ.  Mem.  Board  of  Educa- 
tion. Treas.  State  Com.  St.  Louis  Exposition 
'04.  First  voted  '83.  Mem.  and  former  Pres. 
Rep  Club  of  New  Rochelle.  Mem. and  former 
Vice-Pres.  N.  Y.  Press  Club.  Mem.  Rep. 
Club  of  N  Y..  Wykagyll  ('lull 


JOHN    J-    O'BRIEN. 

Street  Commissioner.  City  Hall.  res.  SO 
Hoi-ton  St  New  Rochelle.  N.  Y.  b.  Ireland. 
July  4  -5"  ed  Ireland  Public  Schools.  First 
voted  '  '75.  M.-m.  Rep.  Club.  Knights 
Cnlumbus.  Royal  Arcanum. 


of 
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JOHN    H.    HARMEU. 


I'HAKLKS  II.    LOVICTT. 

Lawyer.  76  William  St..  N.  Y.  C.,  res.  Mt. 
Vernon.  N.  Y.  b.  Prattsville,  N.  Y..  Sept.  26, 
'57.  ed.  N.  Y.  Conf.  Sem.  and  Coll.  Inst.. 
Charlotteville.  N.  Y. ;  State  Normal  School. 
Albany;  Law  Dept..  TInion  College;  Univ.  City 
of  N. 'Y.  Since  '03  Chairman  of  Exec.  Com. 
of  Rep.  City  Com.,  pres.  of  Rep.  Club.  pres. 
of  Common  Council,  all  of  Mt.  Vernon.  Since 
'02  State  Transfer  Tax  Appraiser  for  West- 
Chester  Co.  First  voted  '78.  Mem.  Rep.  Club 
of  City  of  N.  Y..  Siwtmnv  Country  Club. 


ALBERT  EGGERDON  DAVIS. 

Architect,  494  E.  13Sth  St.,  N.  Y.  C..  res. 
New  Rochelle.  N.  Y.  b.  N.  Y.  C..  Mch.  2.  '66. 
ed.  N.  Y.  Public  Schools.  Alderman  2nd 
Ward  New  Rochelle.  First  voted  '87.  Mem. 
Rep.  City  Com.  of  New  Rochelle. 
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CHARLES  W.  HILLDRING. 

Decorator.  New  Rochelle.  N.  Y.  b.  Sweden. 
Mem.  Board  of  Health  for  3  years  and  of 
Board  of  Aldermen. 


GEORGE    I).     KALT.ENBERG. 

Furniture  dealer.  New  Rochelle.  N.  Y.  b. 
New  Rochelle.  N.  Y.  ed.  Public  Schools  of 
New  Rochelle.  Assessor  two  terms.  Mem. 
Rep.,  Rep.  City  Clubs.  Sec.  4th  Ward  Rep. 
Com. 


GEORGE  ILSLEY  ROBERTS. 

Pres.  Geo.  I.  Roberts  &  Bros.,  Incp.,  471-473 
Fourth  Are..  N.  Y.  C.  b.  Saco.  Me.,  June,  '59. 
ed.  New  Hampshire.  Was  several  years  Co. 
Committeeman  for  Westchester  Co.  Mem. 
N.  Y.  Rep.  Club. 
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MARK  L).  STILES. 

Publisher  and  Mfg.  Art  Goods,  338-34:.'  E 
59th  St..  N.  Y.  C.,  and  Editor  Mt.  Vernon 
"Daily  Argus,"  res.  39  Primrose  Ave.,  Mt. 
Vernou,  N.  Y.  h.  Minnesota,  Feb.  14.  '60.  ed. 
Montpelier.  Vt.  Chairman  Rep.  City  Com.. 
Mt.  V. 'in. m,  N  Y.  First  voted  'SI.  Mem. 
Rep.  Club,  N.  Y.  C. 


FRANK  C.  MERTZ. 

Manufacturer,  res.  66  Leicester  St.,  Port 
Chester,  N.  Y.  b.  Greenwich,  Conn..  Dec.  27, 
'62.  od.  Public  Schools.  Chairman  Exec. 
Com.  Town  of  Rye.  First  voted  '83.  Mem. 
Rep.  Club  of  N.  Y.  C. 


JOHN   CHAPMAN   ROCKWELL. 

School  Commissioner,  3  E.  14th  St.,  N.  Y. 
C..  res.  2117  Westchester  Ave.,  Port  Chester, 
N.  Y.  b.  Danbury.  Conn.,  Sept.  14,  '59.  ed. 
Bedford  Academy.  Potsdam  Normal  Graduate 
'85.  School  of  Pedagogy,  N.  Y.  Univ.  First 
voted  for  Garfield.  Mem.  Masonic  orders 
through  Mecca,  Athletic  Ass'n  and  Marathons 
P.  C..  Rep.  Club  Town  of  Rye,  Harvey  How- 
ard Hook  and  Ladder  P.  C..  James  Merritt 
Ass'n.  Supt.  Presbyterian  Sunday  School. 
Pres.  Board  of  Church  Trustees. 


\VH.LIAM  GLENN  SHRIVE. 

Sporting  Goods  and  Automobiles  18  &  20 
™f  "„?'•',, and  64  &  66  Warburton  Ave..  res 
305  Warburton  Ave.,  Yonkers  N  Y  b 

H^JJTO     £a"    Sept'    20'    '61-      ed-'   Siglar's 
School,  Newburg     Treas.  of  City  of  Tonkers. 

rn 'n  SP1  D°'  9°!"-  First  voted  '82-  Mem- 
•n-  ?"  Royal  Arcanum.  I.  O.  R.  M.,  Mod- 
ern Woodmen.  Hollywood  Inn.  Exempt  Fire- 
men'  ,r'L>d  Regt.  Vet..  Palisade  Boat.  Yon- 
blel  "ifo^ 


ALFRED  C.   BECHET. 

Real    Estate   &    Insurance.   55    1-2    Warbur- 
ton Ave.    res.  9  Ravine  Ave..  Yonkers,  N.  Y. 


B    P.  O.   E.,  City  Club,    Hope  Hook  & 
r  Co..    Yonkers   Yacht   Club,    and    F.    & 


THEODORE  E.  TERRELL. 

Lawyer  Philipsburgh  Bldg.,  2-8  Hudson 
St.,  res.  363  Warburton  Ave.,  Yonkers  N  Y 
b  Yonkers.  N.  Y..  Sept.  29.  '78.  ed.'  N'  Y' 
Univ.  Law  School.  LL.  B.  Municipal  Civil 
Service  Com.  of  Yonkers.  Exec.  Com.  for  3d 
Ward.  First  voted  '99.  Mem.  Rep  Club 
u  oodmen. 
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I'LRICH    WIESENDANGER. 

Pharmacist.  Yonkers.  N.  Y.  b  Albany  N. 
Y..  Sept.  22,  '72.  ed.  Albany  Coll.,  Pharmacy 
Dept.  Union  Univ..  Ph.G.  Civil  Service 
Com..  Yonkers,  '9S-'01;  Coroner  Westchester 
Co.,  '03-'n4-'05.  renominated  for  Coroner  '05. 
First  voted  '93.  Mem.  F.  &  A.  M.,  Chapter 
Commandery,  Shrine.  Elks.  Royal  Arcanum, 
Woodmen. 


WILLIAM  A.   BOYD. 

Postmaster.  Mamaroneck,  N.  Y.  b.  Mama- 
roneck,  Nov.  21.  '51.  ed.  Mamaroneck  and 
Grammar  School  No.  40.  N.  Y.  C.  Postmaster 
since  Grant's  second  term.  Justice  of  Peace 
20  years.  Town  Clerk  one  term.  School  Trus- 
tee. Tax  Collector.  Capt.  of  Fire  Dept.  First 
voted  '72.  Mem.  Jas.  A.  Merritt  Ass'n. 


CHARLES  EDWIN   WYGANT. 

Ribbon  Mfg..  Manager  and  Sales  Agent.  57 
Greene  St..  N.  Y.  C.,  res.  Tuckahoe,  N.  Y.  b. 
Summit,  N.  J..  Oct.  11.  't;o.  Justice.  Village 
Trustee.  First  voted  'S2.  Mem.  Good  Gov't 
and  Rep.  Clubs  of  Town  of  Eastchester. 
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J.    W.    TRAVERS. 

Aiirii.mr,>r  and  Real  Estate,  Ossining,  N.  Y. 
h.  Putnam  Co.,  N.  Y.,  Oct.  28.  '55.  ed.   Public 

s.  I I       .\l    in    T.i\vn  I'uni  .  Co.  Cum.     Village 

Trustee   1-  years.     First   \nu-d   'Til. 


JOHN   FDAVELL  JENKINS. 

State  Road  Com.  of  Appraisal  for  West- 
chester  Co.,  Ossining.  N.  Y.  b.  White  Plains. 
N  Y  Jan  15  '60  ed.  Private  tutor.  Udell 
Bus  Coll  Mt.  Pleasant  Military  Acad.  Post- 
master at  Sing  Sing  under  Harrison's  Adm. 
Mem  Co.  Com.  for  nine  consecutive  terms, 
5  vrs.  upon  Ex.  Com.  of  Co.  C9m.  First  voted 
'87  Mem.  of  Town  Com.  since  '87.  Mem. 
71st  Regt.  N.  G.  N.  Y.  since  '92.  Served 
throughout  Spanish-American  War  as  Cor- 
poral and  Sergeant.  Com.  2nd  Lieut.,  .1st 
Regt  N  G.  N.  Y.  '99:  1st  Lieut.  Oct..  '"4. 


SYLVESTER  W.  LYON. 

S ing  Goods.  -2'2  Spring  St..  res.  3«  Will- 
iam St..  Ossining.  N.  Y.  b.  Ossining.  Oct.  15. 
•If,  Collector.  First  voted  97.  Mem.  K.  of 
P  '  J  O  U  A.  M..  Steamer  Co. 
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SEWARD  BAKER. 

City  Magistrate,  Westchester.  N.  Y.  b. 
Unionvale,  Dutchess  Co..  N.  Y..  Dec  30  '53 
ed.  Poughkeepsie  High  School.  First  voted 
Nov..  '75.  Mem.  Union  Rep.,  Throggs  Neck 
Country  Clubs,  Rep.  Club  City  of  N  Y  Bar 
Ass'n  City  of  N.  Y..  Bronx  Bar  Ass'n. 


JOHN  H.   NICHOLS. 

Editor  and  Publisher,  Westchester.  N.  Y. 
b.  Birmingham,  Chester  Co..  Pa.,  in  '65.  ed. 
Rising  Sun,  Md.  Editor  and  Prop,  of  West- 
Chester  "Globe,"  which  he  established  in  '89 
and  which  has  been  strongly  Republican  in  its 
policy.  First  voted  '88. 


THOMAS  D.   Dl'NWIDDIE. 

Horseshoer.  Westchester.  N.  Y.  b.  Scot- 
land, Dec.  2.  '52.  ed.  Scotland.  Notary  Pub- 
lic. First  voted  '78. 
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s  I,',',''  ,Si'n'"'  <-:U  ,S""th  St- 

!  *  r^, 
:'.'    '"1,,-;  e^alt 


ri    '-i'^      Co'    Corona   r,    vr-ars.      First 
,';,  ,'i    X1  v  Mem.    Rep.    and    T/ansportaOon 


'•HAIU.KS    \VESLEY  McCUTCHEN. 
fi    Y^  St(^'e    wo''ks.    Peekskill     N     Y 


First  voted  '58. 
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NATHAN  PLATT  BUSHNBLL. 

Lawyer,  Peekskill.  N.  T.  b.  Montrose. 
N.  Y..  "Jan.  3.  '74.  ed.  Columbia  Univ.,  LL.B. 
'93,  I.I.  M  ':<':.  Kirst  voted  '95. 


ISAAC   H.    SMITH. 

Court  Stenographer,  Peekskill,  N.  Y.  b. 
Putnam  Co..  N.  Y..  Jan.  13,  '66.  ed.  Peekskill 
Military  Acad.  Village  Trustee  '99-'05.  Pres- 
ident '05-'07.  Clerk,  Ways  and  Means  Com., 
Assembly,  '89.  Stenographer,  Assemblv.  '90. 
Stenographer  and  Sec.  to  Gen.  Husted  '88-'92. 
Stenographer  Co.  and  Surrogate's  Court. 
Westchester  Co.,  '9G-'02.  Now  Official  Ste- 
nographer to  Grand  Jury  Westchester,  Or- 
ange and  Putnam  Co.  Courts.  Mem.  Rep. 
Town  and  Co.  Committees.  1-irst  voted  'S8. 


RUTHERFORD   YOCOM. 

Street  Commissioner,  fourth  term,  Peek- 
skill,  N.  Y.  b.  Peekskill,  N.  Y.,  July  5,  '76. 
ed.  Peekskill  Military  Academy.  First  voted 
'97. 
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SETH  FLETCHER  AI.LICX. 

Peekskill.  N.  Y.  b.  Warren.  Mass..  Oct.  12, 
'54.  ed.  Public  Schools  and  Scientific  School. 
Supervisor.  Village  Assessor,  two  terms. 
First  voted  '75. 


ALBERT   EDWARD   cltrc.KK 

Village  Clerk.  City  Hall.  r.-s.  sr.'.i  I'aul.lins; 
St..  Peekskill.  N.  Y.  '  b.  Peekskill.  N.  Y.,  Sept. 
3  '70.  ed.  Public  Schools  and  Peekskill  Mil- 
itary Acad.  First  voted  '91.  Mem.  Rep.  Or- 
ganization, B.  P.  O.  Elks.  Lincoln  Soc.  Past 
Division  Adjt.  N.  Y.  Div.  Sons  of  Vets. 


FRED.    FRANCIS  ROE. 

Ice  Dealer.  Peekskill.  N.  Y.  b.  Town  of 
Cortland,  Feb.  10.  'i;ii.  ed.  Mohegan  l.ak< 
School.  Trustee  of  Village  of  Peekskill.  First 
voted.  'NT. 
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l.iil'IS  IIKXIU  BLEAKLEY. 

Justice  of  the  Peace,  Verplanck,  N.  Y.  b. 
Verplanck.  N.  Y.,  June  18,  '74.  ed.  Public 
Schools.  Cast  first  vote  '95.  Mem.  Peekskill 
Lodge,  B.  P.  O.  E.:  DeLaneev  Cole  Camp  No. 
78.  S.  O.  V.;  Peekskill  Aerie  Eagles.  Rep. 
Leader  (Hh  Election  Pist..  Town  of  Cortland 


JOHN    LINCOLN    SILLECK. 

Liverv.  Peekskill,  N.  Y.  b.  N.  Y.  C.,  Sept. 
7  '57  ed  N.  Y.  C.  Coroner.  First  voted  /f>. 
Mem.  F.  &  A.  M.  and  Elks. 


WILLIAM  H.    TURNER. 

Hotel  Proprietor,  42  Division  St.,  res.  858 
Paulding  St..  Peekskill,  N.  Y.  b.  England. 
Sept  30  '52  ed.  Town  of  Cortland.  Mem. 
Village  Committee,  Elks.  Rep.  Club. 


i  •::, 


.]  AMI-IS    MANUEL    KMHRKE. 

Merchant.   D,,l,l.s  Ferry.   N.  Y.     b.  Town  ..t 

Gn  . rgh,    Nov.    111.   '50.     ed.    Iiol.bs    Kerp 

N.    Y.      Has    hern    very    active    in    the    par: 
Kirs!    viili-cl    "!-. 


J  AMI-IS    K11.I1Y. 

Real  Estate  and  Insurance,  Nyack,  N.  Y.  b. 
Hattle  Creek.  Mich.,  (let.  12.'58.  ed.  Brooklyn 
N  Y  High  School.  Chairman  Rep.  Co.  Com.. 
Iti.rkian.l  Co.,  N.  Y.  Clerk  oi  Surrogate  s 
Court.  Rockland  Co..  N.  1.  First  voted  MI. 


KU\VARI>    S.    YC1COM. 

CaniaK'1  Makt-r.  North  Tarrytown.  res.  28 
Mechanic  Ave..  Tarrytown.  N.  T.b.  Phila- 
delphia, Pa.,  Aug.  16,  '39.  ed.  N.  Y.  C.  Vil- 
lage Trustee.  First  voted  'CO. 
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JAMES  GARRETT  GARRETSON. 

Jurist.  N.  Y.  C.  b.  Newton,  N.  Y.,  July  16. 
'47.  ed.  Flushing  Inst.  Pres.  Newton  Board 
of  Education  for  many  years.  School  Comm'r 
Queens  Co.  '73-'75.  Surrogate  '80.  Co.  Judge 
'S5-'96.  Supreme  Court  Justice  since  '96. 


CHESTER     B.     MCLAUGHLIN. 

Jurist.  N.  Y.  C.  b.  Mori.nh.  N.  Y..  Feb.  10. 
'57.  ed.  1'niv.  uf  Vt.  Co.  Judge  and  Surro- 
gate Essex  Co.  '91-'95.  Justice  Supreme 
Court  '96.  Designated  by  Gov.  as  Assoc.  Jus- 
tice Supreme  Couit.  Appellate  Div.,  1st  Dt-pt 
'98.  Mem.  Univ..  Century.  Lotos,  West  Side 
Rep.  and  Manhattan  Clubs. 


EMORY    ALBERT    CHASE. 

Jurist,  Catskill,  N.  Y.  b.  Hensonville,  N.  Y.. 
Aug.  31,  '54.  ed.  Fort  Edward  Coll.  Inst.  Su- 
pervisor, Catskill,  '90.  Pres.  Board  of  Educa- 
tion '91-'96.  Justice  Supreme  Court,  3rd 
Judicial  District,  '96.  Appointed  by  Gov.,  '00, 
Assoc.  Justice  Appellate  Div.  Supreme  Court. 
3rd  Dept.  First  Vice-Pres.  Catskill  Savings 
Bank.  Director  Albany  Trust  Co.,  Tanner's 
Nat.  Bank. 
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WILLIAM    CASS    BAKER. 

Real  Estate,  res.  44  Herman  Ave..  Jamaica. 
L  I.  b.  Oneida  Co..  N.  T.,  Oct.  10,  '53.  ed. 
Public  Schools.  Comm'r  of  Highways,  two 
terms  Undersheriff  3  years.  Sheriff  3  years. 
Frst  yoted  '74.  Mem.  Elks,  Masonic  Order. 
Royal  Arcanum.  Jamaica  Bay  Yacht,  Jamaica, 
Tamaqua  Chub  Clubs. 


LEANDER  BERNHARD  FABER. 

Lawyer,  Fulton  St.,  res.  72  Alsop  St.,  Ja- 
maica.' N.  Y.  b.  Jamaica.  N.  Y..  Nov.  5.  bi. 
ed  Jamaica  and  N.  Y.  C.  schools.  Chairman 
4th  Ward  Rep.  Com.  and  Queen's  Co.  Rep. 
Com.  First  yoted  '88.  Mem.  Rep.  State  Com.; 
Jamaica.  Chub  and  Richmond  Hill  Rep. 
Clubs. 


WILLIAM   M.    GRIFFITH. 

Banker.  Jamaica,  N.  Y.  City.  b.  Racine. 
Wis  Oct  31.  '59.  ed.  Hamilton  Coll.,  B.A. 
Private  Sec.  to  Gov.  Black.  Sec.  N.  Y.  State 
Com  to  Paris  Exposition.  First  voted  for 
Garfield.  Mem.  Rep.  Club.  N.  Y.  City.  Brook- 
lyn Univ.  Jamaica  Clubs;  Arcanum.  Utica, 
N.  Y. 
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WILLIAM     T.    JAMES. 

Manufacturer.  70  Broadway  res  120  Ja- 
maica Ave..  Flushing-.  N.  Y.  b.  New  Rochelle 
N.  V,  Jan.  1.  '50.  ed.  Public  schools.  Town 
Trustee,  2  terms.  Village  Treas.  (Flushing I 
7  years.  Alderman,  Greater  N.  T.  6  years 
First  voted  for  Grant,  '12.  Mem.  Rep.  Club. 


WILLIAM    E.    HALL. 

U.  S.  Post-Office,  Greene,  N.  T.  b  Eaton 
Aug.  16.  '52.  ed.  Eaton  and  Waterville. 
First  voted  '73. 


NORMAN  CRAWFORD  TEMPLETON. 

Postmaster.  Irvington,  N.  Y.  b  Brooklyn 
N.  Y.,  Apr.  10.  '67.  ed.  Irvington  High  School. 
First  voted  '88.  Mem.  Irvington  Rep.  Club. 
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LOUIS    F.    PAYN. 

Ghent.  Columbia  Co..  N.  T.  b.  Ghent.  N. 
Y.,  Jan.  27.  '35.  Harbor  Master.  X.  Y.  C.. 
'67-'70.  I".  S.  Marshal  for  New  York.  '77-'81. 
Appointed  Supt.  of  Insurance,  '97.  by  Gov. 
Black.  Delegate  to  nearly  every  Rep.  State 
Cony,  since  '60. 


FRANK   E.   RUSSELL. 

Physician,  Grove  St..  Tarrytown.  N.  Y. 
b.  N.'  Y.  C..  Dec.  8.  '56.  ed.  Public  Schools. 
N.  Y.  C.,  Coll.  of  Phys.  and  Surg.  City  of 
N.  Y.  Coroner.  School  Trustee.  U.  S.  Pen- 
sion Exam.  Board.  First  voted  '77.  Mem. 
Yonkers  City,  Mt.  Vernon  City  Clubs;  Elks; 
F.  &  A.  M.  No.  196.  Tarrytown;  Young  Men's 
Lyceum.  Tarrytown;  Westchester  Co.  Medi- 
cal Ass'n.  Supt.  Co.  Hosp.  Surgeon  Putnam 
R.  R.  and  Staten  Island  R.  T.  Co. 


WILLIAM  BRUNDAGE  MOORHOUSE. 

Veterinary  Surgeon.  Tarrytown.  N.  Y.  b. 
Tarrytown.' N.  Y..  Mar.  30,  '62.  ed.  Public 
Schools.  Tarrytown,  N.  Y.,  and  American 
Veterinary  Coll..  N.  Y.  C.  Police  Justice. 
First  voted  'S3.  Mem.  F.  &  A.  M..  Tarrytown 
Fire  Co..  Exempt  Firemen  of  Tarrytown. 
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ALDEN    CHESTER. 

Jurist,  Albany.  N.  Y.  b.  Westford.  N.  Y., 
Sept.  4,  '48.  ed.  Columbia.  Ass't  U.  S.  Atty., 
Ass't  Corp.  Counsel.  Albany.  '94-5.  Elected. 
'95,  Justice  Supreme  Court. 


WILLIAM  BARNES.   JR. 

Pub.  Albany  Journal.  Surveyor  Customs, 
Port  of  Albany,  b.  Albany.  N.'  Y..  Nov.  17. 
'66.  ed.  Harvard.  Mem.  Rep.  State  Com. 
since  '92.  Chairman  Exec.  Com..  '98. 


JOHN   NELSON   PARTRIDGE. 

829  Carroll  St..  Brooklyn,  N.  Y.  b.  Leices- 
ter. Mass.,  Sept.  28,  '38.  ed.  Leicester  Acad. 
Mem.  Riding  and  Driving,  Hamilton,  Crescent 
and  Brooklyn  Clubs. 
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FRANK    S\VETT    BLACK. 

Limingrton.  lie.,  March  S.  '53.  grad.  Dart- 
mouth '75  (LL.D.  '9S|.  Editor  Johnstown.  X. 
Y..  "Journal."  Later,  reporter  Troy.  X  Y.. 
"\Vhig."  Clerk  in  registry  dept..  Troy  post- 
office.  Admitted  to  Bar.  '79.  Cong.  '95-'97. 
Governor  N.  Y.  ';i7-'99. 


MARTIX  V.  B.  IVES. 

Pottsdam.  X.  Y.  b.  Dickinson.  X.  Y..  Xnv. 
20,  '40.  ed.  Public  Schools.  Served  through- 
out the  Civil  War.  Mem.  X.  Y.  Legislature, 
'95-'00. 


CORXELIUS    V.    COLLIXS. 

Merchant,  Troy.  X.  Y.  b.  Greenwich,  X.  Y., 
June  -Q.  '56.  ed.  Public  Schools.  Police 
Comm'r.  Troy,  'SS-'91.  Sheriff.  Rensselaer 
Co..  '95.  Supt.  State  Prisons.  '9S-'03.  Hem. 
Rep.  State  Com. 
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EDGAR  T.   BRACKETT. 

Lawyer,  Saratoga  Springs,  N.  Y.  b.  Emer- 
son's Corners,  Saratoga  Co.,  N.  Y.,  July  30. 
'53.  ed.  Cornell  Coll..  la..  M.A.  (lion.)  anil 
LL.D.  (hon.).  Mem.  Rep.  State  Com.  '87-8. 
State  Senator  from  2Sth  Senatorial  Dist..  '95. 


EUGENE  WISWALL. 

Farmer  and  Lumberman,  146  Broadway, 
Saratoga  Springs,  N.  Y.  b.  Town  of  Schuy- 
ler,  Herkimer  Co.,  N.  Y.,  Oct.  28,  '41.  ed. 
Fort  Miller  Acad.  Pres.  Saratoga  Co.,  Agri- 
culture Soc.  First  voted  '62. 


WILLIAM  TV.   WORDEN. 

Hotfl-ki  •  -pi-r.  res.  tin'  Wind,  n  Hi>l<-l.  Sara- 
toga Springs.  N.  Y.  b.  Malta,  Mar.  1-.  '44. 
ed.  Public  School.  Ex-Sheriff  Saratoga  Co., 
State  Com..  Postmaster.  Went  to  the  war  in 
'61  served  3  yrs.  Enlisted  as  private,  was 
promoted  to  Lieut.  Adj..  Q.M.  .-11111  dipt.  First 
voted  '(il.  Mem.  F.  &  A.  M.,  Loyal  Legion. 
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JESSE    S.    L'AMORBAUX. 

42   Broadway,    res.    1    W.    S2d   St  ,    N    Y.   C 
and  Ballston  Spa,  N.  Y.     b.  Wilton.  Saratoga 
Co.,    N.    Y..    Dec.    11,    '37.      ed.    Fort    Edward. 
Judge  of  Saratoga  Co.     Mem.  Lotos  and  Law- 
yers'   Clubs. 


HENRY  HARRISON  HATHORN. 

Hathorn  Springs;  res.  124  Phila.  St.,  Sara- 
toga. N.  Y.  b.  Greenfield,  N.  Y.,  Nov.  28,  '13. 
ed.  Public  School  and  Seminary.  Sheriff.  3 
terms,  County  Supervisor,  Congressman.  1 
terms.  First  voted  '34.  Mem.  Masons.  Odd 
Fellows. 


BARTLETT  B.  GRIPPIN. 

County  Treas.  and  Lumberman.  439  Broad- 
way, res.  128  Circular  St.,  Saratoga  Springs, 
N.  Y.  b.  Wilton.  Saratoga  Co.,  N.  Y.,  July  9. 
'39.  ed.  Wilton,  Fort  Edward  and  Rutland 
Coll.  Co.  Treas.  7  yrs..  Supervisor.  10  terms. 
Mem.  Assembly.  3  terms.  First  voted  '60. 
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JULIUS  M.   MAYER. 

Lawyer.  Capitol,  Albany.  N.  T..  res.  375 
\V.  123d  St.,  N.  Y.  C.  b.  N.  Y.  C..  Sept.  5.  '65. 
ed.  Coll.  of  City  of  N.  Y.  and  Columbia  Law 
School.  Atty.  Excise  Board.  Atty.  Building 
Dept.  Justice  Court  of  Special  Sessions. 
Attorney-General.  N.  Y.  State.  Mem.  Rep. 
Club.  Bar  Ass'n,  Marmonie,  Fort  Orange 
Club  and  Phi  Delta  Theta  Club. 


L.    EUGENE    FIELD. 

Real  Estate  Operator.  2  Park  Aye.,  res. 
24  N.  10th  Ave.,  Mt.  Vernon,  N.  Y.  b.  Con- 
necticut. Apr.  11.  '57.  ed.  Greenwich,  Conn. 
First  yoted  '78,  in  N.  Y.  i '. 


WILLIAM    LlIETZ. 

Eye  Specialist.  20  years  in  business  at  20 
Maiden  Lane.  res.  318  W.  121st  St..  N.  Y.  C. 
b.  N.  Y.  C..  Sept.  24.  '66.  Prominent  and 
impressive  campaign  speaker  for  14  years, 
and  carries  his  audience  along  the  line  of 
his  very  thoughts.  Well  known  throughout 
the  city  of  New  York.  Member  of  many 
clubs  and  fraternal  orders. 
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LINCOLN    A.    STUART. 

Sec.  Broadway  Savings  Institution.  23  Park 
Place.,  res.  221  \V.  133d  St..  N.  Y.  C.  b. 
N.  Y.  C..  Nov.  4.  '«2.  ed.  City  Coll.,  N.  Y. 
First  Pres.  Central  Rep.  Club.  Pres.  Har- 
lem Rep.  Club,  '%-'97.  First  voted  '83.  Mem. 
l,ntcis.  Central  Ren.,  Harlem  Rep.  Clubs, 
Alpha  Delta  Phi.  Knickerbocker  Lodge.  Je- 
rusalem Chapter  Cceur  de  Leon  Command- 
ery.  32d  deg-.  Mason.  Mystic  Shrine.  Mem 
Co.  Com..  '05. 


JOHN  ST1EBLING. 


CHARLES    W.     ANDERSON. 

Collector  of  Internal  Revenue.  2d  Dist.. 
N.  Y.,  150  Nassau  St..  res.  203  W.  100th  St., 
N.  Y.  C.  b.  Oxford,  O.,  Apr.  28.  '(j(i.  ed. 
Public  School  and  Spencerian  Bus.  Coll. 
Mem.  Rep.  State  Com.  Chief  Clerk  State 
Treasury.  State  Supervisor  of  Racing  Accts. 
First  voted  'SS.  Pres.  Colored  Rep.  Club  of 
City  of  N.  Y.  Mem.  Riverside  Club.  Rep. 
Speakers'  League.  State  of  N.  Y. ;'  Rep.  Club 
of  21st  Dist. 
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GEORGE  CROMWELL. 

Lawyt-r.  52  Broadway.  X.  Y.  C..  ]•••*.  Don- 
H:IH  Hills.  N.  Y.  b.  Brooklyn.  July  3.  '60. 
'•(I.  Poly.  Inst..  Brooklyn;  Yale.  Columbia 
Law  School.  A.B..  LL.B.  Leader.  Richmond 
Co.  Mem.  Charter  Revision  Comm'n.  State 
Committeeman.  Pres.  Borough  Richmond; 
formerly  Pres.  Richmond  Co.  Park  Comm'n. 
Ex-Assemblyman.  Mem.  Univ..  Tale.  Cen- 
tury, Union  League.  Staten  Island,  Richmond 
Co.  Country.  Tompkinsville  Clubs.  Natural 
Science  Ass'n.  Rep.  Club  of  X.  Y.  C.,  S.  I. 
Chamb.  of  Commerce.  S.  I.  Board  of  Trade. 
Rep.  Club  of  Rich.  Co..  Rep.  Club  of  S.  I. 


CHARLES     SCHMEISER. 

Postmaster,  Stapleton.  N.  Y.  b.  Stapleton. 
Aug.  21,  '55.  ed.  Public  School.  Ex-Sec,  and 
Treas.  Rep.  Co.  Com.  Mem.  Rep.  Club  of 
Richmond  Co.  and  Tompkinsville  Club. 


THOMAS    J.    MOFFITT. 

Custom  Service.  641  Washington  St..  res. 
316  W.  14th  St..  N.  Y.  C.  b.  Ireland,  July  6. 
'51.  ed.  Public  Schools.  Ex. Chairman  Exec. 
Com..  7th  A.  D.  Mem.  Co.  Com.  and  Board 
of  Aidermen.  Mem.  7th  A.  D.  Rep.  Club. 
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EDWARD    TRAFFORD    LOVETT. 

Lawyer,  150  Nassau  St..  N.  Y.  C..  res.  Ny- 
:ick.  N.  Y.  b.  Newark.  N.  J.  ed.  Newark 
High  School.  Fur  14  years  Pres.  of  Board 
of  Education.  North  Tarrytown.  Ex-Pres. 
of  Village  of  North  Tarrytown.  Mem.  Rep. 
Club  of  N.  Y.  C.  and  Rep.  Club  of  Tarrytown. 


THOMAS   T.    \V.   MINER. 

M;umfartur.-r,  NL.1::  K;itf>'  Ave.,  n-s.  1150 
Forest  Ave..  N.  Y.  C.  b.  Nova  Scotia.  Sept. 
13,  '45.  ed.  Public  Schools  of  N.  Y.  C.  Mem. 
Co.  Committee.  Chairman  Campaign  Co., 
35th  Assem.  Dist.  Post  Commander  Alexan- 
der Hamilton  Post,  No.  182,  G.  A.  R.  First 
voted  '66.  Vice-Pres.  Union  Rep.  Club. 


JOHN  D.  TREADWAY. 

Livery  stables,  Haverstraw,  Rockland  Co., 
N.  Y.  b.  Haverstraw.  N.  Y.,  Sept.  22,  '59. 
ed.  Haverstraw  Public  Schools.  Elected  Rep. 
Co.  Com..  '9U,  and  served  until  '04.  First 
voted  'SO. 
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WILLIAM    EDWARD    LUXX. 

Bookkeeper,  Garnerville.  Rockland  Co., 
X  Y.  b.  England,  June  1,  '58,  where  he  was 
educated.  Rep.  Co.  Com.,  Rockland  Co.,  '00. 
First  voted  '86. 


JOHN    MABIE    HASBROUCK. 

Physician  and  Surgeon,  Garnerville,  N.  T. 
b.  Port  Ewen,  Ulster  Co.,  N.  Y..  Oct.  22.  '62. 
ed.  Rockland  Coll.  Pres.  of  Village  of  Gar- 
nerville since  '93.  County  Treasurer,  '97-'00. 
First  voted  '84. 


KRYON    KIEVIT. 

Engraver,  Garnerville.  Rockland  Co..  N.  T. 
b.  Holland,  Mar.  IS,  '52.  ed.  Public  Schools. 
Chairman  Town  Committee  of  Haverstraw, 
'00-'05;  also  on  senatorial  committee.  '03-'06. 
First  voted  '76. 
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HOBART   KRUM. 

Lawyer,  Schoharie,  N.  Y.  b.  Fulton.  N. 
Y.,  January,  '33.  ed.  Public  Schools.  State 
Senator  '95.  Mem.  Republican  State  Com- 
mittee and  delegate  to  many  Republican  Con- 
ventions. 


ROBERT    JAMES    TAYLOR. 

Engraver.  Garnerville.  Rockland  Co.,  N. 
Y.  b.  Wappingers.  N.  Y.,  July  4,  1877.  ed. 
Public  Schools.  Elected  member  of  Rep.  Co. 
Committee  for  year  '05,  Rockland  Co.  First 
voted  '99. 


ROBERT    DASHAVOOD. 

Bookkeeper.  Irvington,  N.  Y.  b.  London. 
England.  Jan.  2.  'iiS.  ed.  Private  School,  St. 
Mary's  Coll.  Collector  of  Taxes  (Village); 
Sec. "Rep.  Club;  District  Clerk;  Mem.  of  Ex- 
ecutive and  District  Committees.  First  voted 
'92.  Mem.  Irvington  Rep.  Club. 
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THOMAS    F.    LONG. 

Supt.  Shipping  Di'pt..  \Vnrner  Bros.  Co.. 
632  Broadway,  res.  210  W.  17th  St..  NYC 
b.  N.  Y.  C..  Oct.  15.  '65.  ed.  Public  Schools. 
Chairman  Peter  P.  Sherry  Ass'n.  Member 
Assembly  7th  A.  D. 


THOMAS   J.    RUSH. 

Lawyer.  70  William  St.,  res.  700  E.  34th  St.. 
N.  Y.  C.  b.  N.  Y.  C.,  Feb.  6.  '51.  ed.  Coll.  of 
City  of  N.  Y.,  B.  S.  First  voted  '72.  Mem. 
North  Side  Rep.  Club 


B.    FRANK    WOOD. 

Lawyer.  Jamaica.  N.  Y.  b.  Staten  Island 
Oct.  3,  '52.  ed.  N.  Y.  Public  Schools  and  Col- 
legiate School  of  Reformed  Church.  Justice 
Jamaica.  Asst.  Dist.  Atty.  Queens  Co. 
Comm'r  of  Forest.  Fish  and  Game.  State 
Supt.  of  Shell  Fisheries.  Sec.  County  Comm. 
Del.  to  State  Conyentions  for  10  yrs.  4th 
Vice-Pres.  Rep.  City  Comm.  Mem'.  Queens 
Co.  Bar  Assn. 
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LOTIS     STERN. 

Merchant,  32  W.  23d  St..  N.  Y.  C.  b.  Ger- 
many. Feb.  22,  '47.  eel.  Albany,  N.  Y.  Chair- 
man Exec.  Comrn.  N.  Y.  Comm'r  to  Louisiana 
Exposition.  Mem.  Aldine  Assn.;  Metropoli- 
tan Museum  of  Art;  Albany  Society;  Repub- 
lican and  Lotus  Clubs. 


BELA    TOKAJI. 

Manufacturer,  Deputy  County  Clerk,  224 
Sixth  Ave.,  N.  Y.  C.  Res.  1242  39th  St.. 
Brooklyn,  N.  Y.  b.  Tokaj,  Hungary,  Mar.  15, 
'62.  ed.  Hungary.  Pres.  German  American 
League.  Mem.  7th  and  ISth  Repub.  Assem- 
bly Dist.  Clubs. 


LEONARD  L.   JACOBSON. 

Physician.  140  E.  4Sth  St.,  N.  Y.  C.  b. 
Riga,  Dec.  24.  '68.  ed,  Abroad  and  N.  Y.  C. 
A.B..  Ph.D.  and  M.D.  Alderman  23d  Alder- 
manic  District. 
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HENKY 


WHITTENHALD. 


I'nstni.-iyU-r.  Greene,  X.  Y.  1>.  oxt'm.1,  X. 
Y.,  April  !i.  '37.  fd.  Hreene,  N.  Y.  Prison 
Kri-]i.-r  11  yi'.irs.  First  voted  '5S. 


WARREN  SOUTHARD  JORDAN. 

Lawyer,  Peekskill,  N.  Y.  b.  Peekskill,  X. 
Y'..  July  4,  •;::.  t-d.  Public  and  Private 
Schools;  Yale  Univ..  B.A  '96:  X.  Y.  l.iu 
School.  Acting  Police  Judge,  lii-i  voted '93. 


JAY  HARE. 

Wine  Merchant.  73  East  Main  St..  Anis 
dam,    X.   Y.      b.   Mont.   Co.,   July  7,    1S5-. 
.Mi. nt.   Co.      Kx-Shoriff. 
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JAMES   LEDLIE    HEES. 

Sin',  t  Railways.  Fonda.  N.  Y.  b.  Palatine 
Bridge.  Jan.  1M.  'i;j.  ed.  Union  School. 
Fonda;  Fort  Plain  Seminary.  Dep.  State 
Treas.  '94.  Mem.  Transportation.  Calumet 
Clubs  and  F.  &  A.  M. 


HENRY   JOHNSON. 

Coal.  Fultonville.  N.  Y.  )>.  Town  of  Mo- 
hawk. Sept.  B  '43.  ed.  Town  nf  Glen.  Co. 
Treasurer.  First  voted  T.4. 


JOHN   N.    VAN   ANTWERP. 

Merchant.  Fultonville,  N.  Y.  b.  Fultonville, 
N.  Y..  Feb.  13.  '5.x  rd.  Fultonville.  Post- 
master. First  voted  '77. 
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Till  P.MAS     I.II'MLK. 

Postmaster,  _'7I  Guy  I'aik  Ave  Amster- 
dam. X.  y.  I,  Schenectadj  Co.,  X.  V.  .-.1. 
Common  Sehnols.  .Mem.  Assembly  from  Al- 
bany Co.,  '80;  Montgomery  Co.,  '85-6;  ."Ma\m- 
of  Amsterdam.  '88-9;  Sheriff  M.mK'Mme]  y 
Co.,  '!i:-!-4-.cp.  First  vnteil  T,n.  Mem.  Masons 
Knights  of  Pythias,  Elks.  R,  .1  Men,  Board 
of  Trade;  K..n  .l.ihns,,n.  Antlers.  Golf,  Clubs. 
Postmaster  since  'ill. 


JOHX  JAY  III  I  M  :i: 

Cheese  Manufacturer,  Selniyler.  X.  Y.  K 
Exeter,  N.  Y.,  Feb.  !3,  I"  ed.  Common 
Schools.  MI  in.  Assembly.  'iil-fi.  Supeivisor 
4  yrs.  First  voted  '02.  Mem.  K.  *  A.  M. 


GEORGE  W.   WARD. 

Attorney-at-Law.,  I>ittle  Falls,  N.  T.  res 
Dolgeyille,  X.  Y.  IP.  Illinois.  Mar  n  '70  ed 
Cornell  Univ.  LL.B.  Elected  District  Atty.,' 
Herkimer  Co..  '"11.  and  re-elected  "03.  First 
voted  '91.  Largely  inti" csted  in  manufac- 
ture of  felt  shoes  and  footwear  at  Dolge- 
ville.  N.  Y.;  one  of  the  organizers  and  direc- 
tor of  First  Natl.  Bank  of  Dolgeville. 
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JOHN  DUNLAP  WENDELL. 

Jurist.  Fort  Plain.  N.  Y.  b.  Sprout  Brook, 
N.  Y..  Sept.  13,  '40.  ed.  Albany  Law  School. 
Former  Chairman  Rep.  Co.  Comm.  Dist. 
Atty.,  Mont.  Co..  '75.  County  Judge  and 
Surrogate,  Mont.  Co..  '88.  Mem.  N.  Y.  State 
Bar  Ass'n. 


WILLIAM    O.     DODDS. 

Sheriff,  Fonda.  N.  Y.   b.  Amsterdam.  N.  Y.. 
Feb.   11.  '59.      First    vot.d   '80. 


WILLIAM   B.    COLLINS. 

Journalist.  Gloversvilli  .  X.  Y.  b.  St.  Johns- 
ville.  N.  Y..  Jan.  Ul.  '60.  <•(!.  Public  Schools. 
Prop.  "Glnversvillp  Daily  Leader."  "Glovcrs- 
ville  Intelligencer";  "Broadalbin  Herald."  all 
strongly  Republican  in  policy. 
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i.rcirs  NATHAN  M 

Glove    .\l.- facturer,    TIT.    Urnadway,    N.    Y. 

C.     res,   Gloversville,    N     V      l>.   Gloversville 

.IMI    20    '3        ed     Hap  ar<3     \  l:       \l,  m     LT.   S. 

Congress        Mem,    ,\l.  i olitan,    WashiimiMi]. 

Harvard,   I'lnl.x,   N.   Y. 


CYIM'K    liritKV. 

I-umbrr,  .Icihnstowii.  N.  Y.  b.  Caroga, 
May  1(1,  '(i4.  ed.  Jnhnst<>wn  Acad.  Mem. 
State  Com..  25th  Dist.  Pustmaster  First 
voted  '85.  Mem.  Colonial.  Johnstown:  Elks. 
Gloversville;  St.  Patrick's.  Masons.  Johns- 
town; 808  I.  O.  O.  F.;  Sir  Wm.  Johnson  138. 
K.  of  P. 


1'im.ll'    KKl'K. 

Lawyer.    Johnstown.    N.  Y.      b.   Johnstown, 

'48.       ed.     Hamilton     Coll.  and    Union    Univ. 

Mem.     Assembly     '03-4-5.  Clerk     of     State 
Court    of   Claims. 
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JAMES  D.    FEETER. 

Banker.  Link-  Falls.  X.  Y.  b.  Little  Falls. 
'4n.  Delegate  to  many  national  ami  sial< 
c-onvi  ntiiins.  Prest.  Little  Falls  Natl.  Bank. 


THOMAS  DICKSOX  FERGUSON. 

City  Treasurer.  City  Hall.  res.  115  Pros- 
pect St..  Little  Falls.  N.  Y.  b.  Little  Falls. 
X.  Y.,  Feb.  2.  '66.  ed.  City  School.  First 
voted  'S7.  Mem.  Masons. 


X.    E.    RAXSOX. 
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WARNER   MILLER. 

Inn  I'.roadway,  N.  Y.  C.,  res.  Herkimer,  N. 
Y.  b.  Oswego  Co.,  Aug.  12.  '38.  ed.  Union 
Coll.,  A.B..  LL.D.  Mem.  Assrmbly  '74-5; 
Miuise  i if  Representatives  '78-'80;  U.  S.  Sen- 
ate 'XI -7.  Mem.  I'niiin  Lean"''.  Iti'publioaii 
and  N.  Y.  Albl.'tie  I'lnl.s. 


BENJAMIN   ALDEN    RUSSELL. 

Pharmaeist,    Ilicm.   N.   Y.      b.    I'rovidenrr,    I; 
[..    Di  c.    :M.    '72,      ed.    Iliiin.      Co.    Commit  !.•.• 
man.       Kii'st     voted    '94.       N.iminaled    Julie    1". 
'i»r>.     fin-    ('iiiMil\     Ti.  asiit'rr        Mem.     Magnus 

K.      I  if     P. 


A.BRAM     i:      STEELE. 

Lawyer,  I  I.Tkinn-r,  N.  Y.  I).  Columbus.  O., 
Jan.  1(1.  '45.  ed,  Koehelle  au.l  \Vbeat(.n.  III. 
Prest.  \"illa«i'  nt'  llerkimer;  Dist.  Atty. :  iin-ni 
Constitutional  i"onv..  '94:  now  mem.  Assem. 
First  voted  <i'i.  Mem  Kappa  Gamma  Chi 

anil     I-'l'i  e     Masnns. 
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ELLIS 

T'tion.  N.  Y.  b.  Utica.  Sept.  30.  '-'. 
Y;ilf  College.  Mem.  Assembly,  '71-5.  Ass't 
Treas.  I*.  R..  's:>-'93;  Treas.  of  TT.  S..  '97-'OB. 
Mem.  Pati  in.  Phi  Beta  Kappa.  N.  Y. ;  CMS- 
mos  and  I'niv  .  Washingt"M. 


WILLIAM   GARY    SANGER. 

Sang-erfipld,  N.  Y.  b.  May  21,  '53.  ed.  Har- 
vard. A.B..  A.M.;  LL.D.  Hamilton:  LL.B. 
Columbia.  Mem.  N.  Y.  Legislature.  '35-U-7. 
Asst.  Sec.  of  War,  '01-3. 


DELEVAN  C.  FORD. 

Postmaster.  Mohawk.  N.  Y.  b.  German 
Flatts,  Nov.  16.  'i>2.  ed.  Utica  Business  Coll. 
First  voted  'S4.  Mrm.  Mohawk  Valley  Lodge. 
No.  27C.  F.  &  A.  M. 
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THOMAS     WATS'  IN     1'TNMORE. 

Jurist,  rtiea.  X.  Y.     b.  Rush.  Pa.,  liar.  2s. 
15.     ed     \V.  sleyan  Univ.   and   Hamilt< 
S|i,,.i;il    Co.    Judge    of    Oneida    Co.    sin.;.'    '86. 
MI  ir..    Ft.   Schuyler  and  Arcanum  Clubs. 


JAMES    W.    WELCH. 

Lawyer.  Hamilton.  N.  Y.  b.  Hubbards- 
villf.  X.  Y.,  Julj  I.  '60.  i-il.  Hamilton.  N.  Y. 
Admitted  to  the  Bar  '85.  Postmaster.  Ham- 
ilton. 


JAMES  SCHOOLCRAFT  SHERMAN. 

Attorney.  Utica.  N.  Y.  b.  Utica.  Oct.  24. 
'55.  ed.  Hamilton  Coll..  LL.D.  Pres.  Utica 
Trust  &  Deposit  co.  F«H  mrr  Mayor  of  Utica 
and  mem.  of  <'.mi;i.ss,  M.  m.  Ft.  Schuyler, 
I'tica;  Univ.  and  Repub.  Clubs.  N.  Y.  C. 
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WILLIAM   E     Si 

Jurist.  Rom.-,  X.  Y.  li.  \\Vst  m,n  i-land.  N. 
Y..  Nov.  2.  '43.  ed.  Hamilton  Coll.  and  Al- 
liany  Law  School.  Former  Postmaster  of 
Rome.  Elfct.'i]  '95,  Justice  Supreme  Court 
of  N.  T. 


HENRY  BENJAMIN   COMAN. 

Lawyer.  Mori  isville,  N.  Y.  b.  Morrisville. 
N.  Y.,  Dec.  8,  '58.  ed.  Public  School  and 
Cazenovia  Seminary.  Delegate  Natl.  Reputa. 
Conv.  '04.  Dep.  Atty. -General.  N.  Y.  State. 
Mem.  Rep.  Club.  N.'Y.  City;  Citizens  Club, 
Syracuse;  Country  Club.  Oneida. 


AUSTIN    B.    CARPENTER. 

Insurance  and  Real  Estate,  Cazenovia,  N. 
Y".  b.  Pompey.  Onondaga  Co..  July  31,  '61. 
ed.  Pompey.  Sheriff;  now  Chairman  of 
County  Committee.  First  voted  '82. 
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I'llARLES    AXI'UKWS 

Jurist.  Syracuse,  N  V  I,  Whitestown, 
X.  "i.,  JLiy  27,  '27.  0,1.  Caz.-novia  Sem. 
.  Hamilton.  Columbia,  Yale)  Dist 
\  i  Onondaga  Co..  '53-6;  M,I\.>I  Syracuse 
'.l-L'-v  Justice  X.  V  Court  ..f  Ai>ii.;:ils  'TO- 
Chief  Justic. 


MICHAEL    HENRY    KILEY. 

lawyer.  Cazenoyia.  N.  Y.  b.  Horicon,  N. 
V..  Aug.  28,  '61.  ed.  Cazenovia  St-minai-y. 
District  Attorney  3  terms.  First  v, .('•'!  s:: 


XEI.SOX     (I.     HRIKIKS. 

Physician  and  Surgeon,  Oneida,  N.  Y.  b 
Smitliliclil.  X.  Y.,  June  1:1.  '68.  ed.  Caze- 
unvia  Seminary.  Coroner.  Mem.  F.  &  A.  M. 
Sullivan  14N.  I.  O.  O.  F.  Perryville  790;  B  P 
O.  E.  Oneida  Ni>.  Ti'.T. 
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IRVIN.J    GOODWIN    VANN. 


'  Supreme  Court.     Mem.  Century,  Citi- 
zens'   ;i)id    I'niv.    Clubs.    Syracuse. 


HORACE  WHITE. 

Lavy<.-r.  White  Mem.  Bid..  Syracuse,  N.  Y. 
b.  Buffalo.  Oct.  7.  'i;r..  ed.  Cornell  Univ.. 
I:.  I,.  State  Senator  3«th  Dist.  since  '95.  Mem 
Rep.  Club.  N.  Y.  C.;  Century,  Citizens'  and 
Univ.  Clubs.  Syracuse. 


THEODORE   E.    HANCOCK. 

Lawyer,  Syracuse.  N.  Y.  b.  Oianby.  N.  Y., 
'49.  ed.  Wesleyan  Univ.  and  Columbia  Law 
s.'l l.  Attorney-General,  N.  Y..  '93-'95. 
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FRANK    HISi'i  ICK, 

Ally.,  S\  racuse,  N.  Y.  )).  pompoy.  N.  Y.. 
Srpi.  I.  '34.  ed.  Pompey  Acad.  Kmim-i-  r 
3.  Senator  and  Representative.  Mom.  T'ninn 
League  :iinl  I:. 'publican  Clubs.  N  Y  C  • 
•Vntury  dull.  Syracuse. 


I'KTBR  B.  MCLENNAN. 


FRANK  HARRIS  HISCOCK. 

Jurist,    Syracuse.    N.    Y.      b.    Tully     N     Y 
Apr.    16.    '5«.      ed.    Cornell.    A.B..    '75.      Mem. 
Rep.     State     Com..     '!)4-ti;     Justice     Supreme 
Court    of    N.    Y..    Illi    Appellate    Div. 
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OTIS     1>.      PATRICK. 

County  Clerk,  res.  13  East  Main  St., 
Ccirtland.  N.  Y.  h.  Belvidere,  111..  Dec.  5. 
'55.  ed.  Cortland  Normal  School.  Chairman 
KI-II.  i',,.  Comm.  First  voted  '77.  Mem. 
Tioughniog-a. 


WILLIAM    JAMKSl'X    MOXTAYNE. 

Lawyer.  11  Grand  Central  Block,  res.  1(1 
Arthur  Aye..  Cortland.  N.  Y.  b.  Freetown. 
X  Y.,  Oct.  17.  '45.  ed.  Homer  Acad.  M>  m 
Repub.  Comm..  's'2-3;  treas  and  mem.  Re- 
pub.  Co.  Comm.  s, -v.-r.-il  vis.  Delegate  25th 
Senate  Dist.  Const.  Conv.  of  '94.  State 
Comm.  of  Prisons.  '!<-~>-'01;  Vice-Pres.  of 
Commission  of  Prisons  4  yrs.  Voted  for  Lin- 
coln '04  (sent  vote  from  the  army).  Mem. 
Tioughnioga  Club  of  Cortland,  Union  Veteran 
Legion. 


JOSEPH     E.     EGGLESTON. 

Cortland  County  Judge,  res.  144  Clinton 
Ave..  Cortland.  X.  Y.  b.  Cortland.  N.  Y.. 
Nov.  1.  '47.  nd.  Cortland  Acad.  and  State 
Normal  School.  Mem.  Rep.  State  Comm  ; 
Chairman  Co.  Comm.  First  voted  in  Cort- 
land. Mem.  Tioughnioga  Cluli. 
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JAMES  H.    TRIPP. 

:  'i  Marathon,  X  Y.  h.  Columbia  Co., 
Jaii-  I",  32.  ed,  Common  Si-hnni*  .-nni  cort- 
land  Academy.  II,  m  Assembly,  '92-3  First 
''oted  '53  Has  inn:;  UM-M  j.i  Minin.-ui  in  th>' 
party. 


CHARLES  O.  NEWTON. 

Manufacturer  and  Farmer.  Gold  and  Copper 
Mining  in  the  West.  Homer,  N.  Y.  b.  Palm- 
er. Mass..  Sept.  12.  '26.  Mem.  &  Chairman 
Comm.  Mem.  Assembly.  First  voted  '48. 
Whig.  Enlisted  157th  Regiment.  N.  Y.  V.. 
Sept.  19.  '62. 


ELI   B.    BLACK. 

Postmaster.  Whitneys  Point.  N.  Y.  1). 
I'.'istle  Creek,  N.  Y..  where  he  was  educated. 
Commander  Eldridge  Post  22  yrs.  First 
voted  for  Lincoln  '60. 
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J.   JOHNSON  RAT. 

Postmaster.  Norwich.  N.  Y.  b.  Norwich. 
N.  Y..  Aug.  1.  'Tl>.  ed.  Norwich  High  School. 
Chairman  Re))  Co.  Comm.  First  voted  '93. 


J"HN   FRANK   HAZEI/H  )N. 

Lawyer  (retired),  Sharon  Springs.  N.  Y. 
b.  Chester.  N.  H.,  May  :i,  '36.  ed  riiion 
Coll.  Mustered  into  service  '62  as  Captain  of 
Co.  G.  23d  Wisconsin  'Vol.  Inf.  Promoted 
to  Major.  2d  Div..  6th  Corps.  'B3.  Strvi-d 
31-1'  yrs.  Dcp  Collector  of  Internal  Rev. 
Schoharie  Co..  N.  Y.,  't;s-'7S.  t~.  S.  Consul 
to  Genoa,  Italy.  '7S-'S3;  Hamilton.  Ont..  '83- 
5.  First  voted  '58.  Mem.  Farreil  Post.  No. 
51,  G.  A.  R..  and  Teko  Club.  Canajoharie. 
N.  Y. 


ALFRED   WILD   GARDNER.    • 

Physician.  Sharon  Sprint;s.  N.  Y.  (also  325 
W.  ssith  St..  N.  Y.  CM.  b.  Sharon  Springs. 
N.  Y.,  Jan.  6,  '58.  ed.  Mr.  Churchill's  Mili- 
tary School  and  St.  John's  Military  School. 
Sing  Sine.  N.  Y..  Adams  Academy.  Quincy. 
Mass.  Coll.  Physicians  and  Surgeons  (Colum- 
bia Univ.  I,  N.  Y  C.  Plot,  of  Hy.lrotherapeu- 
tics.  X.  Y.  School  of  c'liniral  M.-,li..-im-.  First 
MH.'il  MI.  JIiMii.  1'nion  Loasur,  X.  Y  Ath- 
letic  Club.  Sons  of  tin-  Revolution,  N.  Y.  Co. 
M'diral  So.'.  M.'diral  Ass'n  of  Greater  N.  Y. 
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SAMUEL   A.   JOXKS. 

Lumber  and  Rfal  Estate.  Xnrwich.  X.  Y. 
b.  New  ll.rlin.  X.  Y..  Mav  Hi.  'IJ2.  eel  Ox- 
ford Ac-mi..  Oxford.  X.  Y.  Postmaster  of 
Xnrwi.-h  i;  yi-s.  First  vc.ti-d  'S3.  Mem.  Nor- 
wii-li  Club. 


GEORGE    L.    PAGE. 

ShiriiT.  Xoi-wich,  N.  Y.  b.  Broome  Co., 
Apr.  '23,  '57.  ed.  Select  School.  Common 
School.  Broome  Co.  First  voted  '78. 


XI-: I, SON  P.   BONNEY. 

Lawyer.  Ray  Block,  res.  22  Locust  St..  Nor- 
wich. N.  Y.  "b.  Eaton,  N.  Y..  June  20,  '7-. 
ed.  Colgate  Academy.  Supervisor,  Town  of 
Norwich.  First  voted  in  '93. 
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\VIU,I.\.\I   FKIXK  STRATTON. 

Hot.  1  proi.rit-tor.  X.,rwirh.  X  Y  b  Vor- 
wich  X.  Y.,  May  24.  '69.  fd  Norwich  NT 
First  voted,  '90.  Mem.  Norwich  Club. 


MARCl'S    C.    HEMSTRKKT. 

,     !"IWyv'  'VU:!  ,Main    St-    res.    Deitz    St..    On- 
eonta.  N.  Y .     b.  Onc.mta,  X    Y      u..,-    23    '64 

rnn^v.e°-?ta   H'S&.  Sch001      Supervisor  4   vrs: 
0ntyeaS-FSl    Vnt""    '^      Mt  m     bn' 


GEORUK   w.    PAYNE. 

Dfputy  Re\-enue  Collector.  21st  Dist  2d 
Div.  N.  Y  Norwich.  N.  Y.  b.  Guilford,  Apr 
v-  ,  tef  ,,V"llford  Center.  Ex-Sheriff. 
32ddeg  Mason  Norwich  Club,  and 
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'    IIAKI.KS    II.    CLARK. 

Lawy.i.  Haiiil.riilf;...  x.  Y.  h.  Bainbridge, 
N.  V,  Jan.  :;x,  '70.  .  d.  Amherst  Coll.,  A.B. 
Asst.  Index  cin-k  in  Assi-m.  II.  1.1  ..Hi. -PS  of 

Justice    of    Pea..  .     VMI.n:,      l'|..|U    ami    Attv      of 

Bainbridge.     Kirst   voti'd.  '1C'.     Mem    SusViuc- 
hanna   Lodge,   F.  ,*;•   A.  M 


GEORGE  L.   T.YON. 

Lnmbpv  dealei'.  Bainbridge.  N.  Y  b  Bain- 
briilKc.  N.  Y.,  Feb.  5.  '59.  ed.  District  School. 
Board  of  Supervisors.  First  voted  '81. 


CHARLES    G.    NORTON. 

Postmaster.  Bainbridge.  N.  Y.  b.  Sher- 
bnrne.  July.  '51.  ed.  Sherburne.  Mem.  Co. 
Com.  First  voted  '73. 
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1  :  El  ill'  !E  i  "MiEN  MEAD. 

I'.anki'i  ami  Ali'i 'chant.  Walton.  N  Y.  b. 
Walton.  X.  Y..  Kdi.  :;.  '42.  ed.  \\alton  Aca- 
'Ii'im.  'l'..\vn  I'li'i'k.  Supervisor.  .M.'lll.  AsS'-m. 
First  v.itt-i]  ••',:;.  Mem.  Binghamton  Club. 
AitciiiU-il  Natl.  l:.-]i.  Cnnv.  nt  Philaf|p]nhi:i 
as  a  i]'  1'  i;a  I .'  in  'ini. 


JAMES    R.    COWKN 

Pres.  Natl.  Bank  of  Hobart.  Huliart.  N. 
Y.  b.  Hoi, an.  N.  ST.,  May  '^.  1S5S.  ed.  Com- 
mon Schools  ami  Slamfoi'd  Seminary.  Mem. 
Assembly  'iii'-'ni'-:!- 1  -5.  Snpei-yipcir  of  Stam- 
ford '89-'!)0-'91.  Chairman  Board  of  Super- 
visors ':il.  First  ynti'd  '711. 


TKI'.MAN    R.    FORD. 


Postma>(.  i.  Mount  rpton.  N.  Y.  b.  Mount 
Upton.  Apr.  1'3,  '51.  ed.  Oxford  Academy. 
First  voted  '72. 


•i.i 


MeKIXXi  IX. 


I'ln  siHriii.     SiilMc-v.     X       V         li      Ahixnnville 

V..    iiiiv   26.    'ill.     ed.    rnivc>rsitv    Medical 

College,    X     V     C       Postmaster.     ri-?t   voted 

.**   I  . 


ANDREW  J.   McNAUGHT.  JK. 

Attorney.  Stamford.  N.  Y.  b.  Watertown 
N.  Y..  Jan.  13.  '73.  ed.  Delaware  Acad. 
Collegiate  Inst.  and  Albany  Law  School 
Mem.  Co.  Comm.  First  voted  '94.  Mem 
St.  Andrew's  Lodge.  No.  2V.I,  F.  tt  A.  M. 
Delta  Chapter.  R.  A.  M.  No.  185. 


ELWOOD    A.    ATCHISON. 

Dealer  in  Flour  and  Feed.  Stamford.  N. 
Y.  b.  Jefferson.  N.  Y..  Sept.  29.  '72.  ed. 
Stamford  High  School.  Committee  Clerk 
Assembly.  First  voted  '93. 
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i'i  ITT  r:<  H  IT. 


.  liilln'i  tsville.   N.  Y.     l>    I'.uiic-i 
nuts.     .Mar.    7.    'i;l.       .,].    <  Jilliertsvilli'.      Mem. 
Co.    CriMimitl'i'.      First    voted   'si'. 


ll,\TTFIK\V    \VKKl>    MARVIN. 

Lawyer,  Walton.  N.  Y.  b.  Walton,  N.  Y., 
Nov.  IS.  '32.  ed.  High  School.  State  Sena- 
tor 'Si!-7.  Supervisor  fi  yrs.  First  voted  '54. 
Mem.  Masons. 


HENRY    S.     WHITE. 

Postmastci,  \V:iltnn.  N.  Y.  l>.  Walton  X 
Y..  A]»r.  s.  -no.  eil.  Wiiltcin.  N.  Y.  First 
voted  '81. 
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DELCIS   VAN   WOKKT. 

liisiii'ani-i'  AK'-iit,  Aftun.  X.  Y.  l:i.  Milfnnl. 
N.  Y.,  Sept.  21.  "43.  ed.  Common  School.  Xnr- 
\vicli  Acad.  and  Albany  Normal  School.  As- 
sessor: Jnsti'-.-  nf  tin-  Pi-act-;  School  Comm.; 
PnstniMslrr  nnili-r  Harrison  Adm.  Mem.  Co. 
( 'omniit  tee.  Kirsi  \  i it<-d  '(i4. 


1,1'CIKN     A.     RLANDIXG. 

Postmaster.  Sherburne,  N.  Y.  b.  Sher- 
luirne.  N.  Y..  Jan.  1,  1853.  First  voted  '74. 
Mem.  Sherburne  Board  of  Supervisors  4  yrs. 
Mem.  MaFons. 


CHARLES   L.   CARRIER. 

Funeral  Director,  Sherbuine.  X.  Y.  b. 
Sherburne.  X.  Y..  Mar.  13.  '71.  ed.  Home 
and  Fort  Plain  Military  Inst.  Assemblyman 
from  Chenane:o  <  'o.  First  voted  '92.  Mem. 
Masons,  Knights  Templars.  Odd  Fellows. 
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.Kil  IX    I1..    I'oXKIJXG. 

Phy.si'-ian.  Cnnpi-rstuwn,  N.  Y.  b.  Troy. 
K.  Y.,  Dec.  21,  '58.  ed.  West  Winfleld.  Utica. 
Cincinnati,  ( ).  '  Supervisor.  Chairman  Board 
of  Supervisors,  mem.  Assem.,  Co.  Clerk.  First 
wiled  '89.  Several  yrs.  mem.  Board  Din  e- 
tors  Second  X.nl.  l:.mk;  mem.  and  past  prest. 
Mohican  I'lnli;  mem.  1:<i.-inl  Mm-s.  *  Viee- 
Pn-st.  ThanksHivin;;-  Hospital  (all  Coopers- 
ICHMIP;  mem.  linard  Directors  Cooperstown 
Monument  ASM 


WKSI.EY    MULFORD. 

Postmaster.  ITnadilla.  N.  Y.  b.  Town  of 
Blenheim,  N.  Y..  May  28,  '33.  ed.  Common 
School.  Town  of  Klenheim.  Has  been  Trus- 
tee of  Village  15  vrs.  First  voted  '54.  Mem. 
F.  &  A.  M. 


AUGUSTIN    T.    ENGLAND. 

Postmaster,  Afton.  X.  Y.  b.  Delhi.  X,  Y.. 
Feb.  1.  '55.  Supervisor.  First  voted  '7(1,  in 
Virginia. 


207 


CHARLES    SMITH. 

Cigai  .\l:iimf;i.-tin  .>r.  Ont-onta.  N.  Y.  li.  Al- 
bany. N.  Y.,  Aug.  (I.  '55.  .•,].  Albany,  N.  Y. 
Supervisor,  .Jimim-  <iiand  \Vaid<n.  Oiam] 
i-,  F.  &  A.  M..  State  (if  N.  Y.  First 
'71',.  .Mem.  (  In.  ,,n(a  (  Mnli. 


MARVIN   W.    KD.MTNDS. 

Lumber  Dealer.  Oneonta,  N.  Y.  b.  On.'.mtn. 
N.  Y..  .lime  i;.  'i;\.  ,Mi.  Om-ontn  Hish  School. 
Mem.  VillaKr  I',..ai.l  (i  yrs. 


DOUGLAS  W.  MILLER. 

Attornt-y  and  Counselor,  Oneonta,  N.  Y,  b. 
Red  Hook.  Dutchess  Co..  N.  Y..  May  L'5.  '65. 
ed.  Oneonta  Union  School.  Corporation 
Counsel.  Villas'1  of  Oneonta,  past  5  yrs.  Mem. 
Oneonta  Club. 


W.   L.  BROWN. 

Hardwa'e  Merchant,  Oneonta,  N.  Y.  b. 
i';ulis]e.  N.  Y..  '4(j.  ed.  Common  Schools. 
Si;tte  Senator  (present);  SUIIHI  visor;  mem. 
Assembly.  First  voted  '08. 


CHARLES  CORNWELL  HOVEY. 

Manufacturer.  Bainbridge.  N.  Y.  b.  Guil- 
ford.  N.  Y..  Oct.  14.  '54.  ed.  Guilford  and 
Norwich  Academy.  Supervisor.  First  voted 
'75.  Mem.  Transportation  Club,  N.  Y.  C.; 
Norwich  Club,  Norwich,  N.  Y. 


DANIEL    E.    McLEAN. 

Druggist.  Wall. in,  X.  Y.  b.  Walton.  N.  Y., 
Dec.  IS,  '40.  ed  Walton  Common  School. 
Justice.  First  voted.  'tiS. 
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Lawyi  i.    I>.'llii.    X.    V.      b.    Franklin,    X.    Y.. 

M;i\  27,  '."'H  '-(I.  t'ommon  rfrlutuls  :iinl  !><-la- 
ware  Literarj  Institute.  District  Attoin.'V 
t  \\  <  i  terms.  l-'m  ni'-i  ]\  County  <'"iiiinitt«'r- 
man. 


i'i:.\xi<   i-:.   IKH.MES. 

Secretary  and  Manager.  Preforri>d  .Mniiuil 
Kir.  |]ISIII;HM •!•  Co..  New  Berlin.  N.  Y  li  Co- 
lumbus, X.  V.,  (><•!.  L'L'.  '63.  ed.  Xcw  liiTlin 
Academy.  Postmaster.  First  vntt-ii  'S4. 


Kit. \XKI.IX  c.   KI-:YES. 

I.;i\s\-  i.  l.;iini-t)s,  N.  Y'.  I-.  Mt  Vision.  N. 
Y..  July  i;.  'tii;.  dl  Syracuse  Fniv.  and  New 
Y(irk  Law  School,  LIj.B.  Ailmitti'il  to  the 
Bar  in  the  First  D.-nai  tnn  tit.  X.  Y.  C..  Nov. 
\  '95.  Fiist  voted  '88.  Mem.  Psi  T'i>?ilon 
Fraternity. 
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WILLIAM   THOMSON   BLACK. 

County  Clerk  of  Delaware  Co..  N.  Y.,  res. 
Delaware  Ave..  Delhi.  N.  Y.  b.  Beetown, 
Grant  Co..  Wis..  Aug.  5.  T.l.  ed.  Common 
School.  Mem.  County  Committee.  Super- 
visor of  Bovina  3  yrs.  County  Clerk  2  terms. 
First  voted  'S2. 


HENRY  A.  GATKS. 

Physician  and  Surgeon,  Delhi.  N.  Y.  b. 
Franklin,  N.  Y.,  Dec.  9,  '49.  ed.  Delhi  Lit- 
erary Institute.  Examining  Surgeon  for  Pen- 
sions. First  voted  '71. 


JONAS   M.    PRESTON. 

Lawyer.  Delhi.  N.  Y.  b.  Roxbury,  N.  Y., 
Nov.  17.  '43,  where  he  was  educated.  Chair- 
man Delaware  County  Rep.  Committee. 
Comm'r  to  revise  N.  Y.  State  Constitution. 
Dist.  Attorney  Delaware  Co.  Postmaster, 
Delhi,  N.  Y. 
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111". -II    ADAIK 

1  ount;    Ti  i  asui  er,    Delhi    i  res    I  >.i .  <-ii|,,>rt  i 
1  Delaware   Co.,    X     V.     l>.    K,,rli  iulu,    I  >,<|     d, 
X.    'i  ..    I  >ec.    22     '6  :      ed.  ]  'isti  icl    S,'h,,,,ls  ;mci 
Delaware    Academy,      Sc-lmni    Commissionei 

First    M ,(.•,]    'XI. 


FRANK    I,     I  iSTKAXDER. 

Sdi,,,, I   ('unimissj I-.    .M.-isniivilli'.    X.    Y.      li. 

Masonville,   X.    Y..   Oct.    i::.  'HT.   whc'i.    In-  was 
educated.     Kh-st  v,,icil  'sx. 


D.  71.  JI.-KINXi  IN. 

Speculatoi'.  M.-ts.mvillc'.  X.  Y.  b.  Jl.i^m,- 
ville,  X.  Y.,  Aim.  25,  'H4.  whi-r'i-  In-  was  pdu- 
i-aicd.  Statp  Game  Protector.  First  voted  in 

iv  ill,'. 
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\\  KSLKY    GOULD. 

Aitorni'v-Mt-Law,  Hancock.  N.  Y.  li.  Han- 
cock, N.  Y..  Aug.  L'5.  '44.  i-d.  Common 
Schools.  Andes  Coll.  &  Institut"-;  Alliany  Law 
S.'li.i,,!;  .1.  a.  LL.i:.  Mem.  Assembly.  First 
vott-il  '65.  \"<i.  ?;in  .ii  ( 'i\'il  War.  Youngest 
of  scvi'ii  liiutli.-is.  all  siTvinK  in  the  Union 
Army. 


.IOIIN 


KIKKPATltlCK. 


WILLIAM 


HALL. 


Wholesale  Dealer  in  Bluestone,  Hancock. 
N.  Y.  b.  Kingston.  N.  Y..  June  8.  '53.  '•,!. 
New  York.  Pres.  of  Hancock  Village.  First 
votrd  '74. 


Postmaster.  Hancock.  N.  Y.     b.  Liberty.  N. 
Y..  Dcr.  :!<>.   !N"i4.     fd.  Common  Schools.     First 

VMt.'ll        "lt>. 
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GEORGE    W.     DCXX. 

liailroa.l  Cominis-sinni-r.    Binghamton,   X.   Y. 

li    Castle  Creek,   X.   Y..  Nov.    27,   '! 1    Dis- 

iri'-t   School.     First   voted  '62.     Served   .luriim 

Civil  War.      lias  I n  Pin-rift"  and  PuMinaptt-; 

•  if  Binghamton.  Director  Strong  State  Bank. 
Connected  with  Binglnmt'-n  Wagon  Co., 
r.in^lianiTon  I-^liM-trir  Liyht  Co..  Binghamton 
lilacs  Co.  Mem.  Binshamton.  Fort  <">i-ange. 
Albany  Clii],-:  I;,  ]  n  il  .|]r-m  Club.  X.  Y  C. 


HENRY    IJXDSI.EY    BEACH. 

Lawyer  and  Court  Report'-i .  Securits  M  u 
tnal  Buildins.  res.  17  Edwards  St.,  Bing- 
hamton. X.  Y.  b.  East  Springfield.  N.  Y., 
Apr.  10.  '55.  eil.  Kast  SprinKl'U'ld  Si-miiiMi-v 
and  Montclair.  X.  .7.,  Ili.nh  School.  Chairman 
Broome  Co.  Reji.  Coin  'n:!-'0.r).  Stenograph!  i 
Supreme  Court,  nth  Dist.  First  voted  'Tfi. 
Mem.  Binshamton,  r:inshamton  Cuuntry.  and 
Press  Clubs. 


WILLIAM    HEXRY    HILL. 

Editor  "Lestershire  Record."  Director  in 
several  mfg.  concerns.  Lestershire.  X.  Y.  b 
Plains.  Pa..  Mar.  23.  '77.  ed.  Binghamton 
High  School.  Ex-Pres.  Village  of  Lester- 
shire. Mem.  Co.  Com.  9  years.  Sec.  S  years. 
Postmaster  since  1901.  Treas.  Lestershire 
Hospital.  First  voted  for  McKinley.  '00. 
Mem.  Lestershire  Club.  Otseningo  Lodge, 
Masons;  Golden  Sceptre  Lodge.  I.  O.  O.  F. 
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GEORGE  BRIGHTON   CUKTISS. 

T.nwyr.  Security  Mutual  Building,  res. 
North  St..  Binghamt.m.  N".  Y.  b.  Mt.  Mor- 
ris. N.  Y..  Sept.  Ifi.  '52.  eel.  P\iblic  Schools. 
Marengo.  Ill  I",  s.  Atturney.  Nnrthern  Dis- 
trict of  Nc-\v  York.  First  voted  71.  Mem. 
Bingrhamton.  llnmuif  ('<>.  r'mmtry  Clubs. 


SAMTEL    U    SMITH. 

Druggist.  03  Court  St..  res.  157  t'hapin  St.. 
Binghamton,  N.  Y.  b.  Taylor,  N.  Y.,  Mar. 
30,  '58.  ed.  State  Univ.  of'  Iowa.  M.D.  Al- 
derman 2d  Ward.  Jan.  1,  '9S-Jan.  1,'02. 
Mayor  Jan.  1.  '02-Jan.  1.  'Or,.  First  voted  '82. 
Mem.  Binghamton,  Press.  Broome  County 
Country  <  'lul  is 


THOMAS  BURR  CRARY. 

Binghamton.  N.  Y.  b.  Hancock,  N.  Y.. 
Sept.  2ti.  'li'i.  ed.  Hancock  High  School. 
One  of  commissioners  in  charge  of  Bing- 
hamton Police  Dent.  Director  First  Nation- 
al Bank  and  Binghamton  Trust  Co.  Stock- 
holder &  Director  in  lumber,  telephone, 
sugar,  furniture,  felting,  and  pulp  and  paper 
corporations.  _Mem.  many  clubs.  32d  deg. 
Mason  and  Shriner. 
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SERENO    E.    PAYNE. 

Lawyi-r.  Auburn,  N.  Y.     b.  Hamilton.  N    Y 
June    I'll.    '(:!.      eil.    Univ.    of  Rochester      City 
Clerk,     Auburn.     'i;8-'71 ;      Supervisor      '71-°'- 
Dist.  Atty.  Cayugfa   Co..  '72-9:  Pres.  Board  of 
•or 'Mr?'10"'   '7:'-'x-:   mem.   Congress.   '83-7  and 

89-  U5. 


CLINTON   DUGALD   MACDOUGALL. 

Manufacturer  and  Farmer,  96  Genesee  St 
res.  108  South  St.,  Auburn.  N.  T  b  Scot- 
land, June  14,  '39.  ed.  Jordan  Acad.  Post- 
master. Auburn,  '69-'73.  Mem.  43d  and  44th 
Cong.  U.  S.  Marshal.  Trustee  and  Vice-Pres. 
of  Board  of  N.  Y.  State  Soldiers  and  Sailors' 
Home,  Bath.  First  yoted  'GO.  Mem.  Auburn 
City,  Owasco  Country  Clubs,  milit.  order. 
Loyal  Legion,  and  G.  A.  R. 


liKXJAMIX  MARTIN  \VILCOX. 

Retail  Coal.  Auburn.  N.  Y  b  Fleming 
X  Y.,  June  21.  '54.  ed.  Auburn.  Clerk,' 
Board  of  Supervisors.  Deputy  County  Clerk 
County  Clerk.  Chairman  ;ind'  S.-c.  CM  Com 

Xss.'lillih  in, in        Sl.il.       S.  ii. U,, i  Fust      \  ,,|,  ,1 

'7H.     Mf-m.  Auburn  City  Club. 
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WILLIAM    H.    SEWARD. 

Banker,  Auburn.  N.  Y.  b.  Auburn,  N.  Y., 
June  IS,  '39.  ed.  Auburn,  and  Washington, 
D.  C  Blector-at-large  and  Pres.  Electoral 
Coll.,  '88.  Col.  9th  N.  Y.  H.  Artillery.  Brig.- 
Gen.  I'.  S.  Vol.  Pres.  Cayuga  Co.  Savings 
Bank.  Auburn  City  Hospital,  and  Cayuga  Co. 
Historical  Soc.  Vice-Pres.  Board  of  Trus- 
tees Wells  Coll.  Sec.  American  Express  Co. 
First  voted  '60.  Mem.  Union  League  and 
United  Service  Clubs.  N.  Y.  C. ;  N.  Y.  Geo- 
graphical Soc.,  American  Historical  Soc.. 
G.  A.  R.,  City  Club  of  Auburn. 


GEORGE  W.  BENHAM. 

Cayuga  County  Clerk,  150  Genesee  St.. 
res.  10  Cayuga  St.,  Auburn,  N.  Y.  b.  Seneca 
Falls,  N.  Y..  Nov.  4.  '68.  ed.  Seneca  Falls 
High  School.  Sec.  Rep.  General  Com.  and 
present  Chairman  Cayuga  Co.  Rep.  General 
Com.  Dep.  County  Clerk,  '90-'7.  Co.  Clerk. 
'98-'05.  First  voted  Nov.,  '89.  Mem.  City 
Club  of  Auburn. 


GEORGE  S.  FORDYCE. 

Lumber.  Coal  and  Grain  Dealer.  Union 
Springs,  res.  Auburn.  N.  Y.  b.  Venice,  N. 
Y.,  Sept.  1.,  I860.  ed.  Union  Springs,  N.  Y. 
Sheriff,  Cayuga  Co.  Supervisor  6  yrs. 
Chairman  Supervisors  1  yr.  Assemblyman 
4  yrs.  First  voted  '81.  Mem.  City  Club, 
Auburn;  Union  Springs  Club. 
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DANIEL  W.  MORAN. 

Attorney-at-Law  and  Postmaster,  Seneca 
Falls.  N.  Y.  b.  Waterloo.  N.  Y  Apr  15 
'«9.  ed.  Cornell  Tniv..  LL.R.  Justice  of  the 
Peace.  '9tj;  Police  Judge.  '97-S;  District  At- 
turney.  Seneca  Co..  '9!l-'00-'01 ;  mem.  Assem- 
bly. 'OJ-'"3;  Postmaster,  appointed  Apr  1  '05 
M'  in.  Knights  of  Columbus,  Macabees.  Phi 
Delta  Phi,  State  Bar  Ass'n. 


JI.  J.  ES.MAY. 


CONRAD    WEHNES. 

Freight  Agent  Lehigh  Valley  R.  R..  Gen- 
eva, N.  Y.  b.  Waterloo.  Ontario.  April  2.  '55. 
ed.  Elmira.  N.  Y.  Pres.  Common  Council. 
First  voted  '70.  Past  Master  F.  &  A.  M., 
P.  H.  P.,  R.  A.  M.,  Past  T.  &  M.  R.  &  S.  M., 
Past  Commander  K.  T. 
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H.  AUSTIN   CLARK. 

Attorney  and  Counselor-at-Law.  Owego,  N. 
Y.  b.  Bainbridge,  N.  Y..  Mar.  31.  '55.  ed. 
Owego  Acad.  Chairman  Rep.  Co.  Comm.  '83. 
Mem  Constitutional  Convention  of  '94.  Prest. 
of  Board  of  School  of  Owego.  '99.  and  still 
serving.  First  voted  '76. 


WILLIAM  ALEXANDER   SMYTH. 

Editor  Owego  Times.  Owego.  N.  Y.  b. 
Owego,  N.  Y.  ed.  Owego  and  Syracuse,  N.  Y. 
Postmaster  of  Owego;  Chairman  Rep.  Co. 
Comm  for  20  yrs.  Pres.  Rep.  State  Editorial 
Assn.  and  Pres.  N.  Y.  State  Press  Assn. 
First  voted  '73.  Mem.  Repub.  Club.  City  of 
New  York,  and  Tioga  Club.  Owego. 


HOWARD    J.    MEAD. 

County  Judge  and  Surrogate.  Owego.  N.  Y. 
b.  Slaterville.  Mar.  7.  '48.  ed.  Ithaca  Acad- 
emy and  Albany  Law  School.  LL.B.  District 
Att'y.  Tioga  Co.  6  yrs;  County  Judge,  elected 
in  '88.  now  serving  third  term.  First  voted 
'71. 
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GEORGE    D.    GENUNG. 

Postmaster.  Waverly.  X.  Y.  h.  Brookton. 
N.  Y..  May  2fi,  '53.  ed.  Waverly  High  School. 
Appointed  Postmaster  Sep..  'US;  reappointed, 
Jan.,  '03.  Editor  and  Publisher  "Free  Press." 
Mem.  Rep  Co.  Com.  20  yrs.  Pres.  Board  of 
Education.  Delegate  Gen.  Conference  M.  E. 
Churc'h  at  t.ns  Angeles.  '04.  First  voted  '74. 


FRANK   A.    BKU.. 

Attorney  and  Counselor  ;it  l,a\v,  Waverly, 
N.  Y.  b.'New  Richmond.  Wis..  Nov.  3.  '68. 
ed.  New  Richmond  High  School.  Olivet  Coll.. 
Spencer  Acad..  Cornell  Univ..  A.B.;  Cornell 
l.nw  School.  LL.B.  Special  County  Judge. 
Tioga  Co.  Clerk.  Surrogate's  Court,  Tioga 
Co..  '92-'3.  First  voted  '89.  Mem.  N.  Y. 
State  Bar  Assn. 


PERCY  LYFORD  LANG. 

Banker,  Waverly.  N.  Y.  b.  Waverly,  N.  Y., 
June  8,  'HI.  ed.  'Waverly  High  School.  El- 
mira  Free  Acad..  Hillsdale  Coll..  Williston 
Seminary.  Yale  Univ.,  class  '85.  Ph.B.  Mem. 
Board  of  Managers  Craig  Colony  for  Epilep- 
tics. Loan  Com.,  Tioga  Co.,  N.  T. 
Mem.  Board  of  Education.  First  voted  '84. 
Mem.  Tioga  Club.  Owego.  N.  Y'..  Ontario  and 
Quarry  Glen  Clubs,  of  Towanda.  Pa.;  City 
and  Country  Clubs  of  Elmira.  N.  Y. ;  Rap- 
shaw  Fishing  Club,  of  Beaver  River,  N.  Y.; 
Tiogn  Point  Historical  Soc..  Athens.  Pa. 
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CHARLES   H.    KNIPP. 

Lawyer.  Realty  Building,  res.  406  Lake  St.. 
Elmira.  N.  T.  b.  Corning.  N.  T.,  Aug.  7. 
'58.  ed.  Common  Schools.  Acad.,  and  Albany 
Law  School.  LL.B.  District  Attorney,  Che- 
mung  Co..  '92-'S.  Mem.  Assem.,  '00-'02.  First 
voted  '79. 


JOHN   W.    SHEPARDSON. 

Agent.  New  York,  Ontario  &  Western  R.R., 
Smyrna.  N.  Y.  b.  Smyrna.  N.  Y.,  Sept.  21, 
'59.  Supervisor.  First  voted  '80.  Mem.  F. 
&  A.  M. 


GEORGE  McCANN. 

County  Judge  and  Surrogate.  Court  House, 
res.  452  W.  Church  St..  Elmira.  N.  Y.  b.  El- 
mira, N.  Y..  June  23,  '04.  ed.  Cornell  Univ., 
B.S..  '86;  LL.B.  '88.  Mem.  Board  of  Edu- 
cation. City  of  Elmira.  8  yrs. ;  Pres.  of  Board 
for  2  yrs.  First  voted  '85. 


235 


CHARLES   H.    BBTTS. 


HENRY  B.   WHITNEY. 

Postmaster,  Phelps.  N.  Y.  b.  Phelps,  N. 
Y.,  JII:K>  11,  'i;s.  eel.  ('ornrll  I'niv.  First 
voted  '89. 


SAMUEL  NELSON   SAWYER. 

Atty.  at  Law.  Palmyra,  N.  Y.  b.  Palmyra. 
N.  Y..  '58.  ed.  Palmyra  High  School,  Phil- 
lips Academy.  Albany  Law  School.  LL.B. 
Dist.  Atty.,  County  Judge.  First  voted  '79. 
Mem.  Masonic  Club,  Rochester,  N.  Y.,  Crafts- 
man's Club,  N.  Y.  C. 
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CHARLES  FRED  BOSHART. 

Agriculturist.  Lowville.  N.  Y.  b.  Lowville. 
N.  Y..  Sept.  17.  T,n.  «.,].  Cornell.  '84.  Nomi- 
nee for  Assem.  Supervisor  of  Lowville. 


HENRY  E.  TURNER. 

Counselor-at-Law,  Lowville.  N.  Y.  b.  Win- 
chester. N.  H.,  Apr.  1.  '53.  ed.  N.  H.  &  N.  Y. 
State,  deg.  LL.D.  Dist.  Atty.,  Slate  Senator. 
County  Judge.  20  yrs.  Mem.  Board  of  Re- 
gents, 23  yrs.  Mem.  Masons  and  G.  A.  R. 


HENRY  A.    PHILLIPS. 

Journalist,  Editor  and  Publisher.  Lowville, 
N.  Y.  b.  Middletown.  Conn..  July  20,  '34. 
ed.  Lowville  Acad.  and  State  Normal  School. 
Albany,  N.  Y.  Chairman  Rep.  Co.  Com.,  8 
yrs.  'Mem.  Assem.,  '66-7.  Trustee  Low- 
ville Acad.,  15  yrs.  Delegate  Rep.  Nat'l 
Conv.,  '88.  Postmaster,  Lowville,  N.  Y.,  un- 
der Pres.  Harrison. 
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BRADLEY  WINSLOXV 

Lawyer,  Water-town.  N.  Y.  b.  Watertown, 
N.  Y..  Aug.  1.  ':;!•  ed.  Cazenoyia  Sem..  Wy- 
oming, Sem.  of  Perm..  Poughkeepsie  Law 
School.  Dist.  Atty.  (J  terms);  Mayor  of 
Watertown.  N.  V.  St:it>'  S"ii;itnr.  M.-rn.  Lin- 
coln LeagU'-;  ('onimdi'.  of  Jns'-ph  S]H;itt  Post, 
N"  :;•-.;.  Dent.  X.  Y..  G.  A.  R.  Lieut.. 
C:i|it..  Li. -(',,]..  Col., -Brig. -Gen.,  :is  promoted 
dining;  i'i\il  War — served  3  yrs.  Brig.-Gen. 
N.  G.  S.,  N.  Y.,  commanding  Hitli  llrisade. 
Pres.  Soldiers  and  Sailors'  Mem.  Hall  and 
Hist.  Ass'n,  Watertown,  N.  Y. 


CARL  NILL. 


Manufacturer  of 
Watertown,  N.  Y. 
'72.  ed.  Germany. 


Uakest  uf[s    and 
b.    Germany.     Aug. 


. 
29, 


GEORGE  HENRY  COBB. 

Atty.  at  Law,  Watertown,  N.  Y".  b.  Hotins- 
field.  N.  Y.,  Oct.  10.  'ii4.  ed.  State  Normal 
School,  Potsdam,  N.  Y.  State  Senator  35th 
Dist.  Formerly  Dist.  Atty.,  Jefferson  Co. 
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ARCHIE   C.   RYDER. 

Atty.  at  Law,  23  Savings  Bank  Bldg..  Wa- 
tertown, N.  Y.,  res.  Three  Mile  Bay,  N.  Y. 
b.  Three  Mile  Bay,  N.  Y.,  Oct.  23.  '73.  ed. 
Adams  Collegiate  Inst..  Adams,  N.  Y.,  Buf- 
falo Law  School,  Univ.  of  Buffalo,  A.B.  Priv.. 
Co  A  65th  Regt..  N.  Y.  V.  I..  '98.  Chairman. 
Jefferson  Co.  Rep.  Com.  and  of  Membership 
Com.  Lincoln  League,  '02-5. 


ROBERT  JONES  BUCK. 

Postmaster  and  Coal  Merchant.  Water- 
town.  N.  Y.  b.  St.  Albans,  Vt..  Sept.  5.  '65. 
ed.  St.  Albans,  Vt.  Mem.  Black  River  Val- 
ley Club,  Lincoln  League,  Corona  Lodge,  I. 
O.  O.  F.,  Watertown  Commandery,  K.  T. 


JOHN  O.    THIBAULT. 

Postmaster.  Clayton,  N.  Y.  b.  Clayton, 
N.  Y..  Mar.  29.  '57.  ed.  Clayton,  N.  Y.  Mem. 
Lincoln  League,  Watertown. 
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GEORGE   D.    McALLASTER. 

Farmer,  Antwerp,  N.  Y.  b.  Antwerp,  Oct. 
:  :'1  Supervisor  of  Antwerp  two  terms. 
Mem.  of  Assem..  '79. 


MICHAEL,  GLEASON. 

Postmaster.  Carthage.  N.  Y.  Iti-s.  1X9  West 
St..  Carthage,  b.  Hoonville.  N.  Y..  Mar.  4, 
'61.  ed.  Leyden.  Mem.  Masons.  K.  <if  P., 
and  I.  O.  O.  F. 


GARY    H.    WOOD. 

Physician  and  Surgeon,  Antwerp.  N.  Y.  b. 
Ohio.'  Herkimer  Co..  N.  Y"..  Dec.  10.  '54.  ed. 
Fairneld  Seminary  and  Long  Island  Coll. 
Hospital,  deg.  M.D.  Nominated  for  Assem- 
bly. Coroner  3  yrs. ;  Supervisor  Town  of 
Antwerp.  9  yrs.;  Health  Officer  Town  and 
Village  of  Antwerp.  Mem.  Jefferson  Co. 
Med.  Sec..  N.  Y.  State  Medical  Soc. 
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JOHN  S.   SHEPPARD. 

Lumber  and  Real  Estate.  Perm  Tan.  N. 
Y.  b.  Penn  Tan.  Aug.  IS.  '41.  e<J.  Hamilton 
Coll.  State  Senator  from  41st  Dist.  Mem. 
Board  of  Education  of  Penn  Tan  for  24  yrs. 


JERRT  ERNEST  BAKER  SANTEE. 

Banker.  146  Main  St.,  res.  65  Main  St., 
Hornellsville.  N.  T.  b.  Cameron.  N.  T.. 
Feb  28,  '50.  ed.  Alfred.  Cornell  and  Union; 
LL.B.  City  Recorder  and  Assemblyman. 
First  voted  '71. 


SAFFORD  E.   NORTH. 

Lawyer,  Batavia.  N.  T.  b.  Alexander.  N. 
T  Jan  27.  '52.  ed.  Wyoming  Sem.  and  Cor- 
nell Univ.  Dist.  Atty.  'SO  and  'S3;  County 
Judge  and  Surrogate  since  '88. 
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JOHN  M.   DAVY. 

Jurist,  Rochester.  N.  T.  b.  Ottawa.  Ont., 
June  29.  '35.  ed.  Monroe  Acad.  Served  dur- 
ing Civil  War.  Dist.  Atty.,  Monroe  Co..  '68- 
'71;  Collector  of  Customs.  Rochester.  '72-5; 
Mem.  Congress,  '75-7;  Judge  Supreme  Court 
sinr.-  Jan.,  '89. 


IRVING  JL'HOMMEDIEL". 

Lawyer,  Medina.  N.  Y.  b.  Shelby.  N.  Y., 
Jan.  12,  '(»5.  ed.  Medina  Free  Acad.  Mem. 
Rep.  State  Com.,  '9S-'02.  Pres.  Medina  Board 
of  Education.  '95.  Postmaster,  Medina,  '98- 
'02.  Mem.  Albany  Club;  Ellicott  Club.  Buf- 
falo. 


GEORGE  WASHINGTON  ALDRIDGE. 

Rochester.  N.  Y.  b.  Michigan  City.  Ind., 
Dec.  28,  '56.  ed.  Cary  Institute.  Mem.  Ex- 
ecutive Board  of  Rochester.  Mayor  of  Roch- 
ester. '!<!.  Candidate  for  Lieut. -Gov  State 
Snpt.  of  Public  Works. 


249 


HENRY    A.    CHILDS. 

Lawyer,    Medina.    N.    T.     b.    Carlton.   N.   T. 
Dist.  Atty.,  Orleans  Co..  'CS-'77;  Justice.  'S3. 


FREDERICK    CHARLES    STEVENS. 

Farmer  and  Banker.  Attica.  N.  Y.  b.  At- 
tica. July  5.  '51',.  i>d.  Attica  Hig;h  School. 
State  Senator.  4Uth  Dist.  Mom.  Buffalo.  Es- 
sex Co.,  Batavia.  Lawyers',  and  Republican 
Clubs. 


MILTON  M.    FENNER    (Dec.) 

Physician.  Fredonia.  N.  Y.  b.  So  Stockton 
N.  Y..  '39.  ed.  Allegheny  Coll.  and  Eclectic 
Med.  Inst..  Cincinnati.  Seryed  in  Civil  War 
as  hospital  steward  and  surgeon.  Appointed 
asst.  surgeon  in  Navy.  '63.  Consulting  sur- 
geon. Chautauqua  Co.  Insane  Asylum.  '66-9. 
LI.  S.  exam,  surgeon.  '70-2.  Sec.  and  Treas. 
Dunkirk  &  Fredonia  R.  R.  Co.  Director 
Hubbard  Co..  Fredonia;  Nat'l  Bank  of  Dun- 
kirk; former  Pres.  Life  £  Reserve  Ass'n  of 
Buffalo. 
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ALBERT    HAIGHT. 

Jurist.  Buffalo.  N.  Y.  b.  Ellicottville,  N. 
T.,  Ft-li.  I'M.  -4-2.  ed.  Snrinerville  Acad.  County 
Judge,  Erie  Co..  '72;  Justice  Superme  Court. 
'76-'84;  Justice  for  5th  Dept..  '84-9;  Assoc. 
Justice.  2d  Div.  Court  of  Appeals.  'S9-'94. 


EMORY    P.    CLOSE. 

Lawyer  liutTaln,  N.  Y.  b.  Buffalo.  Dec  r: 
T,!l.  ed.  Fill. lir  Schools.  Asst.  Lil.i.u  i:in 
Young  Men's  Assn.  Library  or  Buffalo.  '74-.: 
Supreme  Court  stenographer.  8th  Jud.  Dist. 
'80-8:  official  stenographer,  N.  Y.  Si.ii>  As 
si-niblv  'M-7  A.liniilecl  to  the  Bar.  '86 


JAMES   A.    ROBERTS. 

Lawyer.  Buffalo.  N.  Y.  b.  Waterboro.  Me.. 
Mar.  8.  '47.  ed.  Bowdoin.  Mem.  Assembly. 
'79-'80;  Comptroller.  State  of  N.  Y..  '93;  re- 
elected,  '95. 
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TRUMAN   C.    WHITE. 

Jurist,  Buffalo.  N.  Y.  b.  Perrysville.  N.  T., 
Apr.  30.  '40.  eel.  Springville  Acad.  Served 
throughout  Civil  War.  Judge  Superior  Court 
of  Buffalo,  '91;  Justice  Supreme  Court.  '96. 


LOUIS  WILLIAM  MARCUS. 

Lawyer,  Buffalo.  N.  T.  b.  Buffalo.  May 
18,  '63.  ed.  Cornell  Univ.  Admitted  to  the 
Bar,  '88.  Elected  Surrogate  of  Erie  Co.,  '95. 


JOHN    RAYMOND   HAZEL. 

Lawyer.  Buffalo.  N.  Y.  b.  Buffalo.  Dec.  18, 
'60.  Commissioner  of  corporation  tax.  '94; 
delegate  to  Rep.  Nat'l  Conv.,  St.  Louis,  '96; 
Mem.  Rep.  State  Com.  since  '92. 
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JCLIKN  TAINTOR  WILLIAMS. 

Physician,  b.  Dunkirk.  N.  Y..  Nov.  15.  '28; 
d.  Apr.  10.  '05.  ed.  Kivdnnia  Academy  and 
Castleton.  Vt..  Mfdical  i',,ll..  M.D.  Chairman 
and  delegate  to  Stat<]  conventions.  Mem. 
Assem..  '65-'S5.  Mayor  of  Dunkirk.  Super- 
visor ",  yrs.  Pros.  Board  of  Education  23 
yi>.  Hi>t  yoti'i]  '52.  Stumped  for  Fremont 
in  '56. 


JOHN   PIERCE   HERRICK. 

Publisher  "Bolivar  Breeze."  oil  producer. 
Bolivar.  N.  Y.  b.  Muskegon.  Mich..  Jan.  27. 
'68.  ed.  High  School,  Sterling.  Pa.  Delegate 
State  conventions.  Postmaster,  appointed 
'98,  serving  2d  term.  First  voted  '89.  Mem. 
City  Club.  Clean,  N.  Y. 


GEORGE  URBAN,  JR. 

Buffalo,  N.  Y.  b.  Buffalo,  '50.  ed.  Public 
Schools.  Chairman  Rep.  General  Com.,  '92- 
'05.  Director  Merchants'  Bank  and  Bank  of 
Buffalo  Pres.  Buffalo  Loan,  Trust  and  Safe 
Deposit  Co. 
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I.KSI.IK    D.    WHITING. 
IY.  s     First  St:it.'  Bank.  Canisteo,  res    Jas- 


.    N    y    ',,    jasper,  Oct.   26,   '59.     ed    Corn- 
in  and  High  Srlmnls.     Sh-tiff.   St.<ul,.-n  <  o. 


per 

mon 

First   vul.-.l  '^" 


ALMON    W.    BURRBLI^. 

Lawyer,  Canisteo.  N.  Y.  b.  Angelica.  Al- 
leganv  Co.,  N.  Y..  Oct.  13.  'Go.  ..I  Canisteo 
Acad.' and  G  \\  Seminary.  Lima.  N.  T.  Co 
Committeeman  and  .M.-ni.  lox.-c.  Com.  of  Co. 
Com.  Dist.  Atty.  of  Steuben  Co.,  now  serv- 
ing 2d  term.  First  voted  Nov..  86. 


Mll/n  i 


DAVISON. 


Agi'iciiltnri-  and  Insurance.  Canisteo.  N.  Y. 
i,  CaniEteo,  N.  Y..  July  2,  '67.  ed.  Canisteo 
Ilr-li  School.  Eastman's  Business  Coll.  Co. 
Cominiu.  .  ni.m  1'. 'legate  State  Conv..  '04. 
l-ii^i  \,.t.'.l  '88.  Senior  Grand  Deacon.  Grand 
Lodge  F  .V  A.  M.;  Past  Dist.  Dep.  Grand 
Master,  34th  Dist.  32d  deg.  Mason. 
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SHKK1IJAN   McARTHUR    NORTON. 

Deceased.  Apr.  15,  'us.  Lawver.  Friendship 
N.  Y.  I.,  Melmont.  N.  Y..  May  1  '48  ed 
H.  Imnpt  iJrail.'d  S.'lii,..!  and  Fii.'iidship  Acad. 
Supervisor,  'Tli-'Sl.  M.>m.  Board  of  Kduca- 
I'Mtiini  ami  chairman.  2  yrs.  Delegate  Ju- 
dical  Conv.  Admitti d  t<>  liar.  '74.  Practised 
at  Anuc'lira  ami  Helmcint.  Kleotrd  <'<>.  .ludttc. 
'99,  serving  till  death.  First  voted  'ii!P. 


JOSEPH    F.    RICE. 

Attorney.  Friendship.  N.  Y.  b.  Manheim. 
Herkimer  Co..  N.  Y..  Mar.  17.  '65.  ed.  River- 
view  Acad.  District  Attorney  of  Allegany 
Co.  Elected  fall,  '04.  First  voted  '86. 


FRANK    R.    UTTER. 

Cashier,  First  National  Bank.  Friendship. 
N.  Y.  b.  Friendship.  N.  Y..  July  30,  '63.  ed. 
Friendship  Acad.  Postmaster,  Friendship. 
N.  Y.  First  voted  '84. 
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SAMt'EL   FREDERICK    NIXON. 

I  ><•<  •  axed.  '05.  b.  WesthYl.l.  N.  Y..  Dec. 
::.  '<"i.  ed.  \Vestfield  Acad.  and  Hamilton 
''..II.  Formerly  village  trustee,  water  com.. 
sup.  i  visor  and  member  and  Speaker  of 
Assembly  of  N.  Y. 


WILLIAM    ECKEliT  WHEELElt. 

Lumber  ami  TimlM-i1.  IVmiy\  l\  ania.  Mii'lu- 
«an.  (M>^i)ii  and  (  'alil'i it  nia :  Portville.  N.  Y. 
b.  PortvilN-.  N.  Y..  Nov.  21.  '43.  ed.  Yale 
Coll..  '(ili;  A.M..  ''in.  Mem.  N.  Y.  State 
Assem..  'HJ-'Il-'Ol.  Kiist  vntc'il  for  Pres. 
in  '<>S.  Mem.  I"ni\--  Club,  Buffalo.  Del.  t;ai. 
to  many  K''].  Siaii>  '  'itn\-t'nti"iis 


jnlix    BAINBRIDGE   JONES. 

Pres.  First  Xaiimial  Bank.  Oil  Producer. 
Mantifactnrint;.  \V«-lls\  ill.-.  N.  Y  b.  Middle- 
sex. N.  Y.  c),-i.  1-7.  'Til.  ed.  Penn  Y'an  Acad. 
and  Roeh.si.]  laisin.^s  I'niv.  Chairman 
Alleghany  Co.  Rep.  Com..  '96-'98.  Del.  Rep. 
State  Cony..  'Sis-'fil.  First  vnt.d  'ftl.  Mem. 
Rep.  Club.  N.  Y.  C. 
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.\Hinii'\      :>inl     Counselor-at-Law,     i>l.;m 

N.     Y        I'      I)'  I",  ail,      X       Y..     J;in.     --'      ' I 

I  lamilton  c  'oil..  '85;   A.M.,    ^      .\l.  MI    Ass. 'in  . 
'»."..      First   vntfil  'XL'. 


•n  n  .MAS  i. I-:F.  NKYVTI  IN. 

Law. \i-r.  Salamanca.  N.  V.  li.  nradt'ord. 
Mi-Keall  Co.,  I'M..  June  ••>.  '"s-  i-'l.  Sala- 
mam-a  Iliuli  Srli.iol,  c,,iii..|l  Univ.,  I,L.B. 
|i..|  to  Cattaraugas  Co.  Convs.,  '03-'04.  Cor- 
poral i.>n  i  ounsi  I  1-  ii  M  x  ..ir.l  '00.  Xli'in. 
1'lii  li,  li:i  !'hi  l-'r;il.'! -nity.  Coi'ii.-ll;  City  I'lnl. 
of  SnUimniu-.'i 


I:I  s  XASH. 

Lawyer.  Cattaraugus,  N.  Y.  b.  m-ai-  Nash- 
\'ille.  N.  Y.,  Mar.  -X.  ':!7.  cd.  Gowanila  and 
Sihfr  Cr^rk  Hiiih  School,  .AlDion  Acad..  Statt1 
Univ..  Wis  ;  Alfred  Univ..  N.  Y. :  Albany  Law 
School.  A, 11..  I.L.H..  A.M.  Unard  Supervis- 
ors 18  yrs.  Mem.  Assem.  2  yrs.  Co. 
Clerk,  Catiai-augus  Co..  3  yrs.  Pres.  vil- 
lage of  Cattaraugus  1  yr.  Atty.  for  Sen- 
eca Nation  of  Indians  G  yrs.  2d  Lieut., 
Adjt..  Capt..  44th  N.  Y.  Vol.;  Asst.  Inspector- 
Genl.  3d  Brigade.  1st  Div.,  5th  Corps.  Com- 
missioned Lieut. -Col.  23d  U.  S.  C.  T.  Twice 
wounded  in  battle.  Served  3  yrs.  First 
voted  'Ii4.  Mem.  Phi  Delta  Theta.  Pres. 
Cattaraugus  Co.  Bar  Ass'n. 


2B5 


EDGAR    E.    WAITE. 

Sheriff.  Cattaraugus  Co..  Little  Valley. 
N.  Y.  b.  Napoli.  N.  T..  Aug.  19.  '59.  ed. 
Chamberlain  Institute.  Elected  Sheriff.  '0:1. 
First  voted  'SO.  Mem.  Masons.  Berean  Lodge 
811.  Cattaraugus. 


ELMER    E.    KELLKY 

County  Clerk.  Little  Valley.  N.  Y.  b.  Mans- 
field, N.  Y.,  Dec.  25.  '61.  ed.  Tuentarock 
Acad.,  Chamberlain  Institute,  Randolph. 
N.  Y.  Supervisor,  '00.  Town  of  Little  Val- 
ley. Co.  Clerk,  Cattaraugus  Co.  Sec.  Cat- 
taraugus Cutlery  Co.  Vice-Pres.  Cattarau- 
gus Co.  Bank.  First  voted  '83.  Mem.  Ma- 
sonic Temple.  Ishmalia.  Salamanca  Com- 
mandery. 


ADELBERT  E.   DARROW. 

Treas.  Cattaraugus  Cutlery  Co.  and  Geo. 
W.  Korn  Razor  Mfg.  Co..  Little  Valley,  N.  Y. 
b.  Pembroke.  N.  Y..  Sept.  13.  '42.  ed.  Cold- 
water,  Mich.  Sheriff,  Cattaraugus  Co.  Su- 
pervisor, Little  Valley.  Delegate  to  State. 
Cong,  and  Senatorial  Convs.  First  voted  '64. 
Mem.  Masons  and  Odd  Fellows,  Ishmalia 
Temple-.  Buffalo.  Enlisted  in  129th  N.  T. 
V.  T..  Aug.  20.  '62;  served  3  years. 
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ALBERT   GALLATIX    DOW. 

Banker.  Randolph.  N.  Y.  b.  Plainfield. 
X.  H..  Aug.  It;.  'US.  In  the  shoe  business. 
'27-'4U;  hardware  business.  '40-'5;  established 
private  bank.  Randolph.  ''JO.  Mem.  of  Assem., 
'63-'4.  and  State  Senator.  '73.  Pres.  Sala- 
mani'a  Nat'l  Bank.  'xl-'Hii. 


JAMES   C.    SHELDON 

Lawyer,  Kamlulpli.  N.  Y.  b.  Randolph. 
Nov.  in.  '71.  I'd.  I'nion  School  and  '  'ha  nibrr- 
lain  Inst.  Admited  to  the  bar.  '96.  Justice 
of  the  Peace.  ''.rj.  Chairman  K>  p.  Campaign 
Com  .of  Randolph  nine  yrs.  Ass't  Sec.  Con- 
stitutional Conv..  '!I4.  Chief  of  Revisi.m 
Dept.  of  Assem..  'iin-'l -'!'.  Mem.  Assem.. 
'03-'4-'5.  Mem.  F.  &  A  M..  Arcanum.  Ordi-r 
of  Modern  Woodmen.  N.  Y.  State  Bar  Axs'n 
and  I!'-]'.  Club  i.f  N.  Y. 


BENJAMIN    S.    DEAX. 

Lawyer,  n-s.  i;n:i  K.  xth  St..  Jamestown. 
X  Y  b.  Kalldnlnh.  X.  Y..  May  HI.  'III!.  Mem. 
KI-P.  ''".  Com..  '.Sl-'iU.  Mem.  Consfl  Conv. 
in  'HI  First  voti'd  '83 


SELDEN   E.   MARVIN. 

Albany,  N.  Y.  b.  Jamestown,  N.  Y..  Aug. 
-'".  35.  ed.  Jamestown  Acad.  Candidate  for 
Mayor  of  Albany.  '37.  Pres.  Albany  City 
Savings  Institution.  Pres.  Hudson  River  Tel- 
ephone Co.,  Pres.  Albany  District  Telegraph 
Co.,  etc. 


ROBERT    N.     MARVIN. 

Jamestown,  N.  Y.  b.  Jamestown,  N.  Y., 
Oct.  13.  '45.  ed.  Jamestown  schools  and 
Hartwick  Sem..  Hartwick,  N.  Y.  Engaged 
in  several  business  enterprises.  Supervisor 
'80-'83.  Elector  Rep.  ticket,  '84.  Candidate 
State  Senator.  '83.  Bank  Dir.  Lib.  Trustee 
and  Pres.  of  Board.  Exec,  of  many  estates. 
Pres.  political  clubs  and  Chairman  Exec. 
Comm's.  R.R.  pres.  Dir.  in  railroads.  Wa- 
ter Comm'r.  First  voted  '66.  Mem.  Union 
League  Club,  N.  Y.  C..  over  11  yrs.:  Pres. 
Jamestown  Club  over  18  years. 


AUSTIN    H.     STAFFORD. 

Pension  Atty.  and  R.  E.  dealer.  3  Gifford 
Block,  res.  500  E.  5th  St..  Jamestown.  N.  Y. 
b.  Ellington.  N.  Y..  Aug.  27.  '43.  ed.  Elling- 
ton. Co.  Clerk.  Chaut.  Co..  '86-'87-'88 
Pt.  Co.  H.  C.  Sturdevant  Post,  G.  A  R  282 
Kennedy.  N.  Y. ;  E.  F.  Carpenter  308  G  A. 
R.,  James  M.  Brown  285.  Col.  Encampment 
95,  Union  Y<-t.  Lesion.  Jamestown,  2  vrs 
Past  Pres.  Chaut.  Vets.  Union;  now  Sec.  and 
Trens.,  4  yrs.  Pres.  So.  Chaut.  Musical  Ass'n. 
14  yrs.,  and  one  of  three  founders.  First 
voted,  '64.  Mem.  I.  O.  O.  F.,  A.  O.  U.  W., 
Royal  Arcanum,  G.  A.  R.,  and  Senior  Vice 
Nat'l  Com.  Union  Vet.  Legion.  '05.  Vol. 
Aug.  4.  '62.  in  Co.  B,  112th  Reg..  N.  Y.  Inf. 
Vol.;  discharged  June  13,  '65. 
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FItAXK    J.    <;.\RI>XF.l;. 

l.;i\vyer.    II    Courl    St..    res.    ^77    1'iiiun    St.. 

i: (sfyn    N    V      i-    Glen  Gardner,  N.  J.,  Aug. 

I  j  R9  '  a.  i  'olumbia  '  'oil.  s.  natoi .  nth  Dist.. 
KiiiKs  Co.  Exec,  mem.,  llth  Assem.  Dist. 
Mem.  Aliiiitiiuk.  Crescent.  Ail'ieiii-.  Logan 
nth  \ssem.  I  >IM  KI  i>.  <  'ini is. 


1:1  i  ;KNK  N.  i,.  YOUNG. 

Counsi'lii]'-:!  I     l.;i\\.      1^     .l:H'UM)ii     Ave..      I-     I 
('..    ri-K.     I.'."    nth    Ave..    Astmi.-i.      I,.    I..    1.    ('. 

Nov.  l:;.   '78.     cil.    Public  S.-l Is,    X.    V.    I'uiv 

Law  S.-l I.    Si  c.  K.'i'.  Co.  I'IIMI     '05-U.     Any 

t. ii    SMI.    Comptroller,  Queens  Co      l.-t   Asvt 
I  MM     Atty.  of  i  jui  .'MS  i  Io  ,  '00.     Mi'in.  '.MI.  ens 
Co     Bar    A.ss'n.      I'l.-s.    Civil'   Club   ,,f   on.',  us 
Borough. 


THOMAS  ROCK. 

S«i]M.  cif  Paving,  res.  1U5  E.  49th  St., 
X.  V.  C.  I).  Ireland.  Dec.  4.  '04.  ed.  Public 
Si-hiiols.  M>-m.  Assem..  '2?d  A.  D.  Mem. 
Pavers  Union,  !:•  -p.  Club.  22d  A.  D..  Irish- 
American  Athletic  Club,  and  many  others. 


273 


HORACE    B.    BUEL. 

Supt.  of  Highways,  Borough  of  Richmond. 
New  Brighton,  res.  Port  Richmond.  S.  I. 
b.  Port  Richmond.  Oct.  25,  '52.  ed.  Public 
School.  Ex-Chairman  Rep.  Co.  Com.,  Rich- 
mond To. 


MAX  ECKMAN. 


JAMES    ERNEST    BUNTING. 

Contractor.  Flat  Iron  Bld'g.  res.  Flushing, 
L.  I.  C.  b.  Flushing.  Nov.  1.  "74.  ed.  Flush- 
ing High  School,  Harvard  Univ.  Alderman. 
69th  Aid.  Dist..  N.  Y.  C.  Mem.  3d  Ward 
Rep.  Club,  Flushing. 
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FLOKKXCI:  .1. 

Lawyer.  o4C>  Broadway,  res.  St.  Xi«-hol,i> 
Ave.  &  155th  St..  X.  Y.  C.  b.  Saratoga  Co.. 
June  i'\  '69.  i-il.  rnion  ('nil..  LL.B.  Union. 
'92.  Mem.  Co.  Com.  Chairman  Cong.  Cony. 
1 1.  I.  Stale  Conv.  I'.  S.  S]>ecial  Agent,  llth 
('i-nsiis.  I'rns.  Ally..  Montgomery  Cu.  Oor- 
ro'ation  t'nunsil.  Amsterdam,  X.  Y.  Mem. 
Elks.  K  nf  C.,  K  O.  T.  M..  State  Bar  Ass'n. 
I.  O.  K  \l 


CHAKMOS   A.   MARSHALL 

Lawyer,  NV\v  Hrighton,  res.  Tottem  ilU-. 
S.  I.  li.  Kr.-iseh,.rville.  X.  Y..  Jan.  in.  '71. 
Sec.  to  Com.  of  Public  Works.  Mem.  Aiim-- 
ho  iga  Athletic  Club. 


GEOltCK  \V.   WANMAKER. 

l'''i'in\  Appraise]  I'-ni  -i!'  X.  Y'..  U.  S. 
Appraisers'  Slores.  res.  44S  \Y.  50th  St.. 
X.  Y.  C.  b.  X.  Y.  C..  Jan.  .'.  '51.  ed.  Public 
Schools  (  hail-man  Kx.  e.  I 'din.  of  Rep.  Co. 
Com..  '94.  Ex.<.  m.-m.  15th  Assem.  Dist.. 
^N  to  date.  Dock  master.  'S3.  Purchasing 
aeent.  1>.|>'  oi  i 'h.irities  and  Correc.,  '95. 
Mrm  K->p.  Club  and  15th  Assem.  Dist.  Rep. 
Club. 


LLOYD  OOLLIS. 

Pres  l.lnvd  Oollis  Inf..  1  Madison  Ave.. 
res  Onlunilim  l.'niv.  Olnb,  Gramercy  Park, 
NY''  li  Philadelphia,  Pa..  July  4,  '70. 
Sec  Rep.  On.  Onm..  X.  Y".  On.  Al.-m.  Rep.  Co. 
Com.,  '96-7-8.  Mem.  Columbia  Univ..  Colum- 
bia Yaelil  Chilis. 


FREDERICK  T.  HALLETT. 

Hardware  Merchant,  127  Fulton  Ave..  res. 
131  Woolsey  St.,  Astoria,  N.  Y.  b.  Astoria, 
March  19,  '63.  ed.  private  school.  Mem. 
Queens  Co.  Com.  Chairman  1st  Ward  Com 
Comm'r  of  Street-opening;  Jamaica  Watei 
Supply.  Pres.  Lincoln  Club,  Civic  Club, 
Astoria  Club. 


WARREN    B.    ASHMEAD. 

Chief  Clerk.  Comm'r  of  Jurors.  Queens  Co., 
Court  House,  Jamaica.  L,.  I.  b.  Jamaica, 
Oct  1C,  '74.  Mem.  Co.  Com..  Tamaqua  Club, 
23d  Regt.,  Queensborough  Lodge.  Elks,  S78. 
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EBEN  ADAMS. 

Manager.  156  Fifth  Ave..  N.  T.  C.,  res.  New 
Rochelle,  N.  Y.  b.  Broome  Co.,  N.  Y..  Feb. 
-s.  4S.  ed.  Public  School.  Wisconsin.  Police 
Comm'r  and  Alderman.  New  Rochelle.  In 
Treas.  Dept..  Washington.  10  yrs.  Vet.  Civil 
War;  enlisted  47th  Wis.  Vol.  Inf.;  served 
until  close  of  war;  discharged  Sept.  15.  '65. 
Capt.  Boys  in  Blue  9  yrs.  Mem.  Rep.  Club. 
New  Rochelle.  G.  A.  R!,  F.  &  A.  M..  B.  P.  O. 
K..  K.  of  P..  Mystic  Shrine. 


ANDREW     HENDERSON*     BROWN. 

Plumbing  and  Steam  Heating  Contractor, 
1777  Broadway.  N.  Y.  C..  res.  Tarrytown, 
N.  Y.  b.  N.  Y.  C..  Oct.  26,  '61.  ed.  N.  Y. 
High  School.  Ex-Pres.  Village  of  Tarry- 
town.  First  voted.  'S2.  Mem.  Bld'g  Trades. 


HERMAN  KALLENBERG   JR. 

Upholsterer,  181  Huguenot  St..  New  Ro- 
chelle, N.  Y.  b.  Brooklyn.  Aug.  27,  '56.  ed. 
Public  Schools.  Mem.  Excise  Com.  Town 
Clerk.  Alderman  4th  Ward.  Mem.  Rep. 
Club.  Masons  and  Elks. 
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ROBERT   AhEXANPKK   SI1ARKEY. 

Na\al  officer.  Port  of  N.  Y..  2u  Exch.  PI.. 
N.  Y.  ('..  res.  ;.'.!  'Juincy  St..  Brooklyn.  1>. 
Brooklyn,  April  1,  'IJ3.  ed.  Brooklyn  Public 
Schools.  Exec.  mem.  Hith  Asscni.  Dist. 
Treas.  Rep.  Campaign  Com.  of  Kings  Co.. 
'lid;  treas.  Kings  Co.  Reii.  <Ien.  1'om..  '92-7. 
ll:is  hc-'en  leader  for  21  yrs.  continuously. 
Mem.  Kings  Co..  Ocean  Hill,  lilth  Assem. 
l^ist..  InN'inrilile  aii'l  <'nnt;ifss  Rep.  Clulis. 
15.  P.  O.  of  Elks. 


JAMES    GARDNER    STEVENS' >x 

A.ttorney,  40  Wall  St..  N.  Y.  C.,  res.  urii' 
Madison  St.,  Brooklyn,  b.  Brooklyn.  A]  nil 
15,  'Til.  ed.  Princeton  and  Har\  aid.  A.B. 
Counsel  for  State  Snpt.  of  Klt-c.  Sec.  Class 
'99.  Princeton  Alumni  Ass'n.  Ah-m.  IN  ince- 
ton.  Cifsr.-nt,  l,a\v\<Ts  I'lnlis.  Kin^s  Co.  Rep. 
Ass'n,  Tiger  Inn  of  Princeton  I'ni' 


P.RYANT     \\'IIJ,AkD. 

Lawyc-i.  l:!J  Nassau  St.,  re*.  2151  7th  Ave., 
N.  Y.  C.  li.  Ni-w  Mexico.  Sept.  23.  '(id.  ed. 
Kxi-trr,  Lawi  ence\'ille.  Mass.  Inst.  Tech.. 
N.  Y.  I>avv  School.  B.S..  LL.B.  Mem.  I'... 
Com.  See.  Exec.  Com.  Cent']  Rep  Club 
31st  A.  D.  Mem.  Hamilton  Rep..  Mt.  Mn>ris 
R<>p.  Clubs. 
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STEPHEN    KKYKS    \V1LLI.A.MS. 

Lawvi-r.  Newark,  Wayne  Co..  N  Y  ]> 
Bennington.  Vt..  May  ;i.  '19.  ed.  Bennington 
Acad.,  Palmyra  Acad.  and  Union  Coll  '37 
I, L.I.i.  fi-nm  Uninn  and  Nashville  Cull..  Tenn 
Hist  Atty.,  Wayne  Co.,  .",  yi-s  Del  Nat'l 
Ki-p.  fonv..  June.  '<;4.  State  Senator  25th 
Dist..  •ii4-'70;  di-l.  siat.-  Rep.  Com.  '04  Pres 
Smliis  I'nint  &  Southern  R.R..  '70-4  Editor 
and  reporter  .if  R. -ports  of  Supreme  Court 
of  U.  S..  Lawyers  Edition,  including  Vols. 
1  to  175  of  I.'.  S,  Supreme  Court  Reports,  with 
In  .id  notes,  statements  of  cases,  pnints  and 
authorities  of  niuns.-i.  f.i.n  n.n.-s  etc  Trus 
tee  Union  Coll.  Pr.-s  Union  Coll.,  Alumni 
Assn  ni  (Jenesee  Valley.  Pres.  Wayne  Co. 
Mar  Ass'n. 


AMOS   M.    KNAPP. 

Asst.  TT.  S.  Appraiser,  U41  Washington  St.. 
res  ]fi  Manhattan  Ave.,  N.  Y.  C.  b.  Hunt- 
ington.  N.  Y..  Nov.  14.  '53.  ed.  Private  and 
Public  Schools.  Ex -Town  Clerk.  Oyster  Bay. 
L.  I.  Co.  Committeeman.  Queens  Co.  Con- 
fidential employee.  Gov.  Roosevelt.  Mem. 
Riverside  Rep.  Clnb. 
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THOMAS  FITCHIE. 

Late  Supervisor-at-Large.  Newburgh 
N.  Y.  b.  Newburgh,  N.  Y.,  Oct.  31.  '34.  d. 
Brooklyn,  N.  Y.,  Aug.  31.  '05.  ed.  Private 
School.  Newburgh.  Nominated.  '87.  for  Su- 
pervisor-at-Large. defeated;  nominated.  '93, 
elected.  Organizer  and  former  presiding  of- 
ficer McKinley  League.  Former  Comm'r  Im- 
migration and  mem.  L'nion  League  Club  of 
Brooklyn. 


JACOB   SLOAT   FASSETT. 

-p'V^mil'aVN-  Y\    b'  Elmira.  Nov.  13. 
•A.     ed.    Elmira     !•]<•.•    Acad.     and    Univ      of 
Rochester     Dist.  Atty..   '79-^0      State  Sena 
tor.    'S4-'91.     Collec.    of   thp    Port     N     T      "qi" 
Rep.   candid.-it.    fpi    Governor    '91     ' 


EDWARD   B.   VREELAND. 

Banker.  Salamanca,  N.  Y      b    Cuba    N    Y 
Dec.  7,   '57.     ed.   Friendship  Aca.l.      Postmas- 
ter     Salamanca,     'sii-':.:!;     s,,p,.,-visor,     Sala- 
manca   since    !i:!:  pres.  S.-ilamancn  Nafl  Bank 


•'IIAKLKS     HI'FI'S     SKINNKH. 
U''       ""    "''  P"lic   Jnstru 


. 

ial    Educational    Ass'n.    '96. 
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JAMKS    WOLCOTT    \VADS\VORTH.   JR. 

Ml,  Morris.  X.  V.  It.  i  ;«']i<-s<'.i.  X.  Y..  Aug. 
1_.  '77.  ed.  Yale  Univ..  A.B.  Mem.  of  As- 
sembly, '05;  Speaker,  '06.  Mem.  University 
i  Muli.  N.  Y..  Yale  Club.  X.  Y..  Racquet  Club. 
N.  Y..  Metropolitan  (Mill).  Washington.  Fort 
Oranev  I'luh.  Alli:iu\ 


THOMAS   AI.OYSITS    FARNAN. 

EngruvcT.  Parker  Bids..  19th  St.  &  4th 
Ave.  N.  Y.  C..  res.  I::N  K.  28th  St.  l.>.  X  Y 
C..  Oct.  17,  '75.  Mem.  of  Assembly.  Mem. 

Kiisl    Siil'-   Iti-p    (Muli     T.m.i  wamla   (Muli.    I'linln 
Engravers'   Union   No.   1.   N.  T. 


HENRY    BIRRELL. 

Deputy  county  clerk.  County  Clerk's  office, 
res.  48  E.  :IGth  St.,  N.  Y.  C  b  Scotland 
Nov.  27,  '56.  ed.  public  school  No.  35,  N.  T. 
Sergt.  at  arms  Rep  Nat'l  Com..  '00:  delegate 
Rep.  Nat'l  Conv..  Phila..  '00.  from  12th  Cong. 
Dist..  N.  T.  Presidential  Elector,  '96.  Mem. 
Rep.  Club  of  City  of  N.  T.,  Hamilton  Rep. 
('lnii.  and  Aldine  Ass'n. 
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ELY    ROSENBERG. 

Ait>.  A.-  ( •uiinselor-at-Law.  o4U  Broadway, 
res.  37U  Water  St..  N.  Y.  C.  b.  N.  Y.  C.. 
May  1,  '77.  ed.  public  schools  and  Univ.  of 
N.  Y.  Delegate  to  State  Conventions  which 
nominated  Roosevelt,  Odell,  and  Higgins. 
Mem.  of  Rep.  Co.  Com..  Sec.  Rep.  Dist.  or- 
ganization and  Dist.  Mem.  Law  Com..  '04. 

I ';t  in)  n  l.i  I  !•      IMI       .Mem       .1!       Asst'mlih         '92,      J'l 

Dist.  First  voted  '98.  Pres.  (six  years) 
Soc.  Biiai  David.  Mem.  Benjamin  B.  Odell 
Club.  2d  Dist..  Dirigon  Lodge.  No.  no.  F. 
&  A.  M..  Zemilinbfl  Chapter. 


JOHN    TIMLIN.    JR. 

Snpt.  of  Public  Buildings,  New  Brighton, 
res  70  New  York  Ave.,  Rosebank  N.  Y.  b. 
Rosebank.  Apr.  1.  'GS.  e.1.  public  schools. 
Vice-chairman  Rep.  Co.  Com.  Mem.  Rep. 
Club.  Veteran  Firemen.  Board  of  Trade. 
State  Firemen's  Ass'n. 


WILLIAM     G.     MILLER. 

Real  estate,  Hi  Bedford  Ave..  Brooklyn,  res. 
Freeport.  L.  I.  b.  Brookhaven,  Suffolk  Co.. 
Feb.  2,  '53.  ed.  public-  schools  and  special 
tutor.  Mem.  of  Assembly.  Chairman  of 
District  Organization.  Mem.,  pres.  (seven 
terms)  of  prosperous  incorporated  village  of 
Freeport;  trustee  Bushwick  Savings  Bank: 
director  17th  Ward  Bank  of  Brooklyn,  and 
of  the  FYeeport  Hank,  and  connected  with 


29] 
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many   strong    financial    organizati 
Freeport    Club    and    Hempstead 

<  'lull 


ions.      Mem. 
mpstead    Bay    Yacht 


EDWARD   WASHBURN  SCOVILL. 

Hudson.  X  V  I.  Kioi.klvn.  X.  V..  Dec. 
2.  'TO.  eel.  private  .schools.  Mem.  of  Assem- 
bly. Pros.  Hudson  Club,  ex-pres.  Columbia 
I'onntry  I'lul.,  vice-pres.  C.  H.  Evans  Hook 
&  Ladder  Co.  (Vol.  Firemen!,  mem.  Columbia 
County  Ass'n.  N.  Y,  C. 


JAMES    ALBERT    DAYTON. 

I    ,i\\\.i       I'll"    r.iciaihvav.    N      Y,    les.     r.;i\y]i|i. 

"jii  ens  Co.  b.  Brooklyn,  Aug.  9.  '78.  ed. 
public  school  No.  18,  Brooklyn,  and  N.  Y.  IT. 
Lnw  School.  Chief  Clerk  Dist.  Att'ys  Office. 
Queens  Co.  Mem.  Queens  Co.  Rep.  Com. 
Mem.  Phi  Delta  Phi.  Queens  Co.  Bar  Ass'n. 
Bayside  and  Third  Ward  Rep.  Clubs. 


GEORGE  BENNETT. 

Supt.  of  Post  Office.  Kockaway  Beach,  res. 
30  Hammel  Ave.  b.  Brooklyn.  N.  Y.,  Mar.  1. 
"60.  ed.  Brooklyn.  Sec.  Queens  Co.  Rep. 
Com.  Mem.  5th  Ward  Rep.  Club,  Borough  of 
Queens. 
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JOSEPH  II.  DE  BRAGGA. 

Supt.  of  Sewers,  Borough  of  Queens,  N.  Y. 
C.  ivs.  137  Smith  St.,  Evergreen.  N.  Y.  b. 
Brooklyn.  N.  Y..  May  22.  '66.  ed.  Public 
Schools.  Formerly  Under  Sheriff  and  Sher- 
iff. Rep.  Exec.  mem.  2d  Ward.  Borough  of 
Queens.  Mem.  Union  League  2cl  Ward.  Rich- 
mond Hill  RI-P.  Club,  lih  Ward.  Civic  Club. 
1st  Ward. 


LAWRENCE    C.    PHILLIPS. 

Broker,  27  William  St.,  N.  Y.  C.  Writer 
and  lecturer  on  political  reform.  Mi-m.  9th 
Dist.  Rep.  Club. 


S.  ARTHUR  SAFFORD. 

Banker,  191  Broadway,  res.  206  W.  121st 
St.,  N.  Y.  C.  b.  Kingston.  N.  Y.,  Oct.  7,  '60. 
ed.  Kingston  Academy.  First  voted, '81.  Sec. 
Harlem  Rep.  Club:  mem.  Central  Rep.  Club. 
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FREDERICK  ALONZO  WARE. 

Counselor  at  Law,  346  Broadway,  res.  "The 
Wareham,"  231  Lexington  Ave.,  N.  Y.  C. 
b.  N.  Y.  C.,  Jan.  24,  '65.  ed.  Public  School 
No.  26,  City  Coll.,  N.  Y.,  Columbia  Univ., 
LL.B.  Mem.  Board  Aldermen  '95-7.  Chair- 
man Law  Com.  which  revised  City  Ordi- 
nances; introduced  and  passed  ordinance  es- 
tablishing Public  Library.  Mem.  Assem.  '99; 
Ex-Dep.  Asst.  Atty.-Gen.  Mem.  Rep.,  Madi- 
son Sq.  Rep.,  Hamilton  Rep.,  Roosevelt  Home 
i 'lulis.  Lafayette  Camp  S.  of  V..  7th  Regt. 
Vet.  Ass'n,  Pres.  Rep.  Speakers  League  of 
State  of  N.  Y. 


SETH  WILKS. 

Asst.  Cashier,  State  Excise  Dept.,  1  Madi- 
son Ave.,  res.  336  W.  35th  St.,  N.  Y.  C.  b. 
N.  Y.  C.,  Dec.  14,  '61.  ed.  Public  School. 
Pres.  &  Chairman  Directors  Rep.  Club  llth 
A.  D.  Mem.  Co.  Com.  Assemblyman  15th 
Dist.  N.  Y.,  '95.  Enlisted  in  Co.  I,  71st  Regt.. 
N.  G.  S.  N.  Y.,  June  4,  '79,  resigned  as  1st 
Lieut.  Jan.  19,  '95.  Mem.  Royal  Arcanum. 
Foresters  of  America,  B.  P.  O.  Elks.  Old 
Guard,  Vet.  Corps  71st  Regt.  N.  G.  S.  N.  Y., 
Rep.  Club  Suffolk  Co.  7th  Dist. 


HEADLEY  M.   GREENE. 

Lawyer,  280  Broadway,  res.  1125  E.  175th 
St.,  N.  Y.  C.  b.  Gorham.  N.  Y.,  Jan.  7,  '65. 
ed.  Canandaigua,  N.  Y.  Ex-Sec.  Harlem 
Rep.  Club.  Mem.  Union  Rep.  Club,  N.  Y.  C. 
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WILLIAM  H.  BREISACHER. 

Furrier.  5  E.  1119th  St.,  N.  Y.  C.  b.  Brook- 
lyn. N.  Y..  Jan.  3.  '67.  ed.  Public  Schools. 
Pres.  Protective  Tariff  League  of  3d  Assem. 
Sec.  &  Organizer  McKinley  League  of  34th 
A.  D.  in  '96.  Gen..  Water  Meter  Inspector 
'95-6-7.  Clerk  in  Assem.  '01-5.  First  voted. 
'88.  Ex-Sec,  old  27th  A.  D.  Rep.  Club;  Char- 
ter Mem.  Loyal  Rep.  and  South  Side  Rep. 
Clubs.  Mem.  Mt.  Morris  Rep.  Club. 


SAMUEL  H.    MILDENBERG. 

Electrical  Engineer;  Pres.  Excelsior  Tele- 
graph, Telephone  &  Subways  Co.;  Gen.  Mgr. 
N.  Y.  &  E.  Telegraph  &  Telephone  Co..  253 
Broadway,  res.  136  W.  77th  St..  N.  Y.  C.  b. 
N.  Y.  C..' June  1.  '45.  ed.  Benecia  Inst..  Cal., 
Public  Schools  and  Cooper  Inst.,  N.  Y.  C., 
deg  B.  A.  Mem.  G.  A.  R..  Devin  Post  No. 
148.  Long  Island  Lodge  No.  382,  F.  &  A.  M., 
17th  and  19th  Dist.  Rep.  Clubs,  N.  Y.  C.,  etc. 


JOHN  T.  STORY. 

Mfr.  &  Merchant  of  Insoles  and  Artificial 
Leather  Goods,  20  Spruce  St.,  res.  34  Sutton 
Place,  N.  Y.  C.  b.  Brooklyn,  N.  Y..  June  7, 
'60.  ed.  Public  Schools.  1st  V.  P.  24th  A.  D. 
Young  Men's  Rep.  Club.  Mem.  State  Legis- 
lature. Mem.  24th  A.  D.  Rep.  Club  of  Man- 
hattan, LTnited  Commercial  Travelers'  Club. 
Mr.  Story  is  the  first  Rep.  Assemblyman 
elected  from  the  24th  A.  D.  in  many  years, 
and  his  election  was  assured  by  the  coalition 
formed  by  the  farsightedness  of  Hon.  Smith 
Pine,  Rep.  Exec.  Mem.  of  24th  A.  D. 
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RICHARD  H.  LAIMBEER.  JR. 

Lawyer,  291  Broadway,  N.  T.  C.,  res.  9 
First  PI..  Brooklyn.  N.  Y.  b.  Brooklyn,  N. 
Y..  July  11.  '59.  ed.  Brooklyn  Polytechnic  & 
Columbia  Law  School.  Del.  State,  Co.  &  City 
Conv.  and  Co.  Com.  Past  6  yrs.  represented 
3d  A.  D.  in  Exec.  Com.  of  Kings  Co.  Rep. 
Gen'l  Com.  as  Exec.  Mem.  from  that  Dist. 
Spec.  Sessions  Judge,  appointed  by  Mayor 
Chas.  A.  Schieren.  Dep.  Fire  Comm..  ap- 
IMiinti'il  'il'J  hy  M'lynr  S.'lh  Low  Jlrm.  X.  Y. 
Athletic,  N.  Y.  Yacht,  N.  T.  Rep.,  Crescent 
Athletic.  Union  League  of  Brooklyn.  Man- 
hassett.  Brooklyn.  Hamilton.  t;th  Ward  Rep. 
Clubs.  Served  in  7th  Regt..  Co.  B,  Comm.; 
during  Spanish  War  Rest.  Qr.  Master  114th 
Regt.  Inf.,  rank  Capt.  Served  on  staff  Gen. 
.las.  McLeer,  Com.  2d  Brig.,  as  Aide,  Qr. 
Master,  .ind  now  Judge  Advocate.  Was  Aide 
on  staff  Gov.  B.  B.  Odell.  Jr. 


CHARLES  L,   PHIPPS. 

Accountant,  280  Broadway,  N.  Y.  C..  res. 
East  Rockaway,  N.  Y.  b.  Rochester.  N.  Y., 
Nov.  17,  '51.  ed.  Public  Schools  and  High- 
land Military  Acad..  Worcester.  Mass.  Ex- 
Vice-Chairman  Queens  Co.  Rep.  Com.  Mem. 
Const.  Conv.  '94.  Chairman  Board  of  Media- 
tion and  Arbitration.  Treas.  Queens  Co. 
'97-8-9.  Mem.  Hardware  and  Aurora  Grata 
Clubs. 


PATRICK  DONOHUE. 

Printer,  108  Concord  St.,  Brooklyn.  N  Y. 
b.  '81.  ed.  Public  Schools.  Mem.  Assembly. 
Mem.  Fremont  Rep.  Club  2d  A.  D.  of  Kings, 
Independence  League  of  2d  A.  D.  of  Kings 
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THOMAS   BALDWIN   LOWERRE. 

Postmaster,  Flushing.  N.  Y.  res.  94  Pros- 
pect Ave.,  Flushing.  N.  Y.  b.  Brooklyn,  N. 
Y..  Apr.  8.  '65.  ed.  Flushing,  N.  Y.  Ap- 
pointed Postmaster  at  Flushing,  N.  Y.,  Mar. 
1,  '05.  14  yrs.  Chairman  3d  Ward  Com. 
Mem.  3d  Ward  Rep.  Club,  Flushing  Business 
Men's  Ass'n,  Flushing  Ass'n,  and  17th  Sept. 
Co.,  N.  G.  N.  Y.  Honorably  discharged  Nov. 
4.  1905. 


JOHN   FRANEY. 

County  Clerk,  City  Hall.  res.  281  Green  St., 
Albany.  N.  Y.  b.  Albany,  N.  Y.  ed.  Public 
Schools.  Pres.  3d  Ward  Rep.  Organization. 
County  of  Albany.  Mem.  Rep.  Gen'l  Com. 
since  May  '85;  Alderman  '9S-'99-'00-'01. 
Elected  County  Clerk  '01  and  re-elected  '04. 


GEORGE  RIPPERGER. 

Postmaster,  51  Jackson  Ave.,  Long  Island 
City,  N.  Y.,  res.  207  A>  :nlemy  St.  b.  Brook- 
lyn. N.  Y..  Feb.  6.  '61.  ed.  L.  I.  City  Public 
Schools.  Exec.  Mem.  L.  I.  City  10  yrs.  Ex- 
Chairman  Co.  Com.  Queens  Co.  Mem.  Lin- 
coln. Queens  Boro,  Civic,  Clubs.,  Exempt  Fire- 
men's Ass'n. 


JOHN  B.   DAYMONT. 

Merchant.  Weaver  Bldg.,  Utica.  N.  T.  res. 
New  York  Mills.  N.  Y.  b.  Congleton,  Bng., 
Oct.  19.  '59.  ed.  England.  Justice  of  the 
Peace.  Town  of  New  Hartford.  N.  Y.  Mem. 
Masons. 


HERBERT  C.   BOWES! 

Of  Bowes  Bros.  Wholesale  Paper  Co.,  53 
Broadway.  Utica.  N.  Y.  b.  Utica,  N.  Y.. 
Sept.  27,  '68.  ed.  Utica,  N.  Y.  Supervisor. 


DANIEL,   F.    BREITENSTEIN. 

Foreman.  Public  Works,  40  Lafayette  St., 
res.  13%  Cooper  St..  Utica.  N.  Y.  'b.  Utica, 
N.  Y.,  Apr.  8,  '61.  ed.  Utica.  N.  Y.  Mem. 
Co.  Com.  Mem.  Royal  Arcanum.  Red  Men. 
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DE  WITT  CLINTON  SMITH. 

Supt.  of  Poor,  Oneida  Co.,  N.  T.,  res. 
Rome,  N.  T.  b.  Trenton,  N.  T.,  Jan.  22,  '54. 
e<3.  Rome  Academy.  Mem.  Masons  and 
Royal  Arcanum. 


IRA    MORRIS    COMSTOCK. 

Physician  and  Surgeon,  59  Main  St..  New 
York  Mills,  N.  Y.  b.  Salisbury,  N.  T  Jan.  1. 
'56  ed.  Whitestown  Seminary  and  Univ.  of 
City  of  N.  Y.  deg.  M.  D.  Mem.  Masons, 
32d  deg.,  Knights  Templar,  Odd  Fellows, 
Encampment  and  Patriarchs  Militant.  The 
New  York  State  Medical  Society.  The  Oneida 
County  Medical  Society,  and  the  Medical  Li- 
brary Ass'n  of  Utica,  N.  Y. 


DAVID  L.  JAMIESON. 

Postmaster,  New  York  Mills,  N.  Y.  b. 
Glasgow.  Scotland,  Aug.  24,  '64.  ed.  New 
York  Mills,  N.  Y. 
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PHIL  S.  SPAULDING. 

Postmaster,    Whitesboro.    N.    T.      b.    Che- 
nango.   N.   Y.,    Feb.   28,  '68.     ed.   New  Berlin, 

N.   T. 


ERNEST  A.  FAT. 

Publisher,  Potsdam,  N.  T.  b.  Potsdam. 
N.  T.,  Dec.  IS.  '66.  ed.  State  Normal  School. 
Chairman  Rep.  Co.  Com.  Ex-Index  Clerk, 
ex-Journal  Clerk,  present  Asst.  Clerk  of 
State  Senate.  Mem.  Century,  Ogdensburg, 
Albany,  and  Potsdam  Clubs. 


CHARLES  OLIVER  JONES. 

Paper  Box  Mfr..  New  Hartford,  N.  T.  b. 
North  Wales.  Sept.  30,  '42.  ed.  Dist.  School. 
Now  Pres.  of  Village  of  New  Hartford,  N. 
T..  elected  '06.  Ex-Postmaster  of  New  Hart- 
ford. N.  T. 
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ALLAN  A.    IRVINE. 
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.   res.  317  West 
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